: 


‘lated Press 


sSHINGTON — The Senate re- 
efforts Thursday to tamper 
i bipartisan deficit-reduction 
.e that would double gasoline 
io 18 cents a gallon and cut 


ire and other federal pro- 


' 


\ 
i 


Miclose vote, 


Hn. Barbara Mikulski, D-Md., 
ip plea was rejected, 55-45. 
ix vote appeared to clear the 


i: final approval of the bill by 
iis, and weary lawmakers said 
Hire prepared to seek a compro- 
jvith the House, and White 
iimmediately in hopes of end- 
#> government’s months-long 
histalemate. 
jdouse has approved legislation 
Wicies heavily on tax hikes on the 
HY to close the federal deficit. It 
i) 3 no change in the current nine 
gallon gasoline tax. 
ae White House, spokesman 
Wi Fitzwater said the president 
i)/pared to sign separate legisla- 
Heping the government in funds 
anext Wednesday. 
iidouse approved the measure 
t and its expected quick ap- 
yy the senate would avert the 
fof a second government shut- 
i: two weeks. 


iBER E. COTHRAN 
se Staff Writer 


3BYU enrollment ceiling of 
students will not exclude eligi- 
iiidents from registering for 
Semester 1991, said the uni- 
iegistrar. 

|‘ F. Priday said, “Despite stu- 
irs that those who do not reg- 
‘ickly will be denied admission, 
ble students will be serviced 
‘ie to enroll in university 
| 


Hole students are those cur- 
fie university as well as those 
Hive been newly admitted for 
t Semester, which includes 
Hie students and return mission- 
iiciday said. 
Wver, guaranteed enrollment 
iit mean students who register 
tbe able to enroll in all of the 
Huhey need or want. 
\iituniversity tries to accommo- 
» needs of the students by in- 
las seats in popular classes or 
fore sections, but it is really a 
p of who registers by phone 
mesaid. 
fudents currently enrolled as 
W2 students, newly admitted 
3 and some evening school 
's have received intent to reg- 
Wms, Priday said. 
Richards, director of BYU 
ommunications, said this in- 
‘bout 30,000 individuals, some 
in will not register because 
ill graduate, go on missions, 
rt withdraw for other reasons. 


ipnrolled and in good standing ~ 


fasoline tax bill 
ets past Senate 


With the immediate crisis of a 
closed-down government solved, a 
new non-fiscal problem emerged. The 
famous Capitol dome sprung a leak 
during a rainstorm, forcing workers 
to cover statues with plastic sheets 
and prompting metaphorical compari- 
sons between Congress’ home and its 
budget process. 


\ Lawmakers’ 

i+ cit Ti. a Cp pa RET eyes were cn the 
| Beate Let's go and 1 get it ene a 
jae gas tax from those who've got than three weeks 
; e and au ry off. To diffuse pos- 
ja Series 0 B b Mik l ki sible blame, Sen- 
apeees ay — barDdara IKUISKI, ate leaders 
) wealthy. = crafted a broadly 
}go and get Senato Cr D-Md. based collection of 
ym those $250 billion worth 
Hh got it,” of new taxes and 


spending reductions. 

Leading Democrats promised to 
try to change the bill during negotia- 
tions with the House, though Senate 
Majority Leader George Mitchell, D- 
Maine, acknowledged, “We can’t 
guarantee the result.” 

The president had said as recently 
as Monday that he would not sign an- 
other emergency spending-authoriza- 
tion extension, but press secretary 
Fitzwater said late Thursday . that 
Bush would sign a bill keeping the 
government going through next 
Wednesday if “satisfactory progress” 
was being made. 

Without such an extension, the 
government’s authority to spend 
money would expire Friday night. 

But the president also took the of- 
fensive, trying to turn the tables on 
House Democrats who have spent the 
last few weeks accusing him of pro- 
tecting the rich. 

See TAX on page 2 


8, 000 have registered; 
lasses quickly filling up 


Priday said BYU’s registration of- 
fice has received about 23,000 intent 
to register forms and is uncertain of 
when the limit of 27,000 will be re- 
ceived, 

When the limit is reached, registra- 
tion for day school will close. 

Registration for Fall Semester 
closed three to four weeks before 
classes began, and about 3,000 stu- 
dents who had not registered before 
the cut-off date were able to register 
through the Department of Evening 
Classes in the Division of Continuing 
Education, he said. 

“All students who received intent 
to register forms in the mail also re- 
ceived an orange card alerting them 
to possible registration closure,” Pri- 
day said. 

The cards read, “The University re- 
serves the right to close registration 
at the time the student enrollment 
reaches the maximum number set by 
the Board of Trustees (even if this 
occurs prior to published deadlines).” 

Matt Tullis, 21, a sophomore from 
Salt Lake City majoring in political 
science, said, “I registered through 
the Honors Department the second 
day the phones were open. I wanted 
to be sure I got all of the classes I 
wanted.” 

BYU honors students have the op- 
portunity to register about a week 
before other students, Tullis said. 

Newly admitted students, includ- 
ing transfer students and returning 
missionaries, were not able to regis- 
ter until October 15, registration of- 
fice said. 

See REGISTER on page 3 
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Two U.S. Marine UH-1 Huey helicopters “taxi” out to the runway 
of an airbase in Saudi Arabia Tuesday. As the U.N. contemplates 
more measures against Iraq, one U.N. official said hopes for a 
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AP photo 


peaceful solution to the Gulf Crisis are dim. lrag, however, has had 
to ration medicine in response to the economic sanctions im- 


posed by the U.N. 


U.N. studies war-reparations measure 


Associated Press 


Members of the U.N. Security Council on Thurs- 
day were weighing a war-reparations measure 
against Iraq. The Baghdad government, battered 
by global sanctions, ordered rationing of medicines 


and offered to sell oil — cheap. 


High oil prices, fueled by the 12-week-old Per- 
sian Gulf crisis, pushed up the cost of living for 
Americans and helped widen the U.S. trade deficit, 
the government said Wednesday in two reports. 

In a renewed diplomatic bid to break the gulf 
impasse, Secretary of State James A. Baker III 
met Thursday with an envoy from Soviet President 
Mikhail Gorbachev. The envoy, Evgeny Primakov, 
is to meet Friday with President Bush. 

The Washington Times, in Thursday’s editions, 
quoted unnamed U.S. officials as saying Primakov 


was carrying a Soviet peace plan. The proposal calls 
on Iraq to withdraw from Kuwait — possibly in 
exchange for elections in the emirate and cash com- 
pensation to Iraq to settle an oil claims dispute. 

Soviet Foreign Minister Eduard Shevardnadze, 
arriving in Vienna for talks Thursday with his 
French counterpart, Roland Dumas, was asked 
about prospects for a breakthrough. 

“It’s difficult to talk about new ideas. I have not 
brought any ready-made concept with me,” She- 
vardnadze said. “Nobody has one.” 

At the United Nations, diplomats said the five 
permanent Security Council members had reached 
general agreement on a measure that would allow 
nations hurt economically by the invasion of Kuwait 
to seek compensation from Iraq. 

The British, French, Soviet, Chinese and U.S. 
ambassadors presented the draft to the other 10 


Propositions could change 


By MICHAEL HAMMER 
Senior Reporter 


one-day surgeries, which are not 
hospitals. 
Because the word hospital is so 


Two propositions will appear on ambiguous, problems could arise 


this year’s Utah ballot that, 
if passed, will bring slight 
changes to the state consti- 
tution. 

As currently worded, the 
constitution allows the 
county, city or town to levy 
property taxes, and special 
districts to issue bonds 
payable from property tax, 
for the building and mainte- 
nance of services such as 
water, sewage, garbage 
and hospitals. 

But, said Eugene Jacobs, a pro- 
fessor emeritus of law at the J. 
Reuben Clark Law School and ex- 
pert in state constitutional law, 
“hospital is a very narrow word.” 

Proposition 1 would change the 
word hospital to health care. 

“This proposition is undoubtedly 
to clear up the narrowness of the 
word ‘hospital,’ ” Jacobs said. 

Jacobs said “hospital” is usually 
thought of as a facility with beds. By 
that definition there are many legiti- 
mate health care facilities, such as 


Universe photo by Mark L. Reed 


ikousen, left, and his brother Bret, show | urday more than 200,000 hunters are expected to 
jile deer they killed last weekend in the | try to bag a deer in Utah. The success rate should 
iver National Forest in Colorado. On Sat- | be about the same as last year. 


from a special district at- 
tempting to issue bonds on 
a facility that might not 
actually legally qualify as 
a hospital. 

One may wonder why 
the constitution has to be 
so explicit. 

Robert E. Riggs, also a 
BYU law professor, said 
people might oppose being 
taxed for something not 
specifically stated in the 
constitution. 

“The possibility of a lawsuit in 
the case of health services not cov- 
ered by the constitution is very 
real,” Riggs said. 

“All the law has to be explicit, 
especially if it is in the constitu- 
tion,” Jacobs said. 

This is the case for Proposition 2, 
which would allow for government 
continuity in the case of natural or 
man-made disasters. Currently, 
the constitution only allows for gov- 
ernment continuity in case of en- 
emy attack. 


Universe Staff Writer 
More than 500,000 Utah hunters 


| and family members will go to the 


mountains this weekend to partici- 


| pate in the 1990 deer hunt that opens 


Saturday. 

The general deer hunt in Utah is 
not only a sport for adult males, but a 
family outing, said Hartt Wixom, a 
BYU part-time faculty teacher and 
free lance writer. Out of the half a 
million people, only 200,000 are li- 


- censed hunters. The rest are family 


members who take to the field during 
the 11-day hunt. 
“A lot of it has to do with the tradi- 


, tional... father taking the sons out to 


hunt,” Wixom said. 

Hunters and their families will 
spend about $45 million on opening 
day weekend alone, according to esti- 
mates by Utah State University 


» economist John Keith. Hunters will 


buy new jackets, tires, four-wheel 
drive trucks, rifles and hiking boots. 
As far as the success of the hunt, it 
should be near last year’s level of 31 
percent, said Wes Shields, big game 
program coordinator for the Utah Di- 
vision of Wildlife and Resources. 
“Deer are getting smarter — all the 
dumb ones are dead,” Wixom said. 
“This will require smarter hunting 
since they won’t be standing out in the 


council members Thursday after settling on a text 
in closed-door consultations. 

Under the measure, countries could apply for 
compensation out of Iraq’s frozen assets or against 
its future oil earnings, diplomats said. No formal 
council meeting has yet been set to consider it. 

U.N. Secretary-General Javier Perez de Cuel- 
lar, meanwhile, was quoted Thursday as saying 
hopes for a peaceful solution appeared dim. 

“The U.N. Charter’s Article 42 permits military 
action,” he told the German news magazine Stern. 
“Should the Securjty Council come to that deci- 
sion, that would be completely legal.” 

In what was widely seen as a bid to get around 
U.N.-imposed sanctions, Iraq offered Thursday to 
sell its oil to anyone — including the United States 
—at pre-invasion prices of $21 a barrel. The sale of 


See OIL on page 2 


| nge Inflation up again 
wording of Utah Constitution | Oilcosts weaken U.S. spending power 


Associated Press 


WASHINGTON — Americans’ 
spending power sank again in Sep- 
tember as the Persian Gulf crisis 
pushed prices up a sharp 0.8 percent 
for the second straight month, the 
government said Thursday. 

Still, inflation not tied to oil prices 
remained relatively mild. 

If the Labor Department’s Con- 
sumer Price Index continued increas- 
ing at the September pace for a year, 
it would produce an annual inflation 
rate of 9.5 percent. 

Most economists believe price in- 
creases — absent the outbreak of a 
shooting war — will return to a more 
normal level by the end of the year. 

The oil shock nevertheless has 
added a new burden for an economy 
that was already on the brink of reces- 
sion. 

Economist Donald Ratajezak, of 
Georgia State University, said, “You 
take out energy and the numbers 
aren't that bad. But on the other 
hand, people have to buy the energy 
and it gives you an annual inflation 
rate roughly double the rate of wage 
growth.” 


eer season will challenge Utah hunters 


| By RICHARD K. LEFRANDT 


open and watching the road as in 
grandpa’s day.” 

The hunt promises to test the met- 
tle of Utah sportsmen, said Steve 
Phillips, the editor of Utah Wildlife. 

“Three years of drought have im- 
pacted deer herds, and will give the 
edge to the skilled hunter who has 
done some pre-season scouting,” 
Phillips said. 

“Total deer harvest should be good, 
and overall hunter success is pre- 
dicted to be near last year’s level,” 
Phillips said. 

Many BYU students will go on the 
hunt, so the number of students on 
campus will drop during the season, 
Wixom said. 

Hunters go for the thrill of the 
hunt, but also enjoy the outdoor chal- 
lenge. 

“T believe it’s healthy to get out and 
meet the challenge of hiking and cold 
weather,” Wixom said. “That’s what 
life is all about--struggling and meet- 
ing formidable challenges. ” 

People who go to the mountains for 
the hunt should take precautions, said 
Dave Griffel, the program manager 
for wildlife and law enforcement for 
the Spanish Fork Ranger District, 
Uinta National Forest. 

Hunters should bring provisions of 
food and water and be prepared for 
changing weather conditions like 
snow or rain, he said. 


“It means that people won't have a 
lot of money to spend on Christmas,” 
he said. 

The “core” inflation rate — prices 
excluding food and energy — was 0.3 
percent in September, down from 0.5 
percent in August. : 

For the first nine months of 1990, 
prices increased at an annual rate of 
6.6 percent, well above the 4.6 per- 
cent increase for all of last year. 

The rate for all of 1990, if it comes in 
close to 7 percent as now expected, 
will be the worst since 1981, when 
prices shot up 8.9 percent. 

The pickup in inflation so far this 
year helped bring about the biggest 
boost in Social Security benefits in 81/2 
years. 

Based on Thursday’s report, the 
government announced a 5.4 percent 
rise in benefits beginning in January 
for the 40 million Social Security re- 
cipients. 

In addition to boosting consumer 
inflation based on oil and various en- 
ergy products, the Aug. 2 Iraqi inva- 
sion and its aftermath hurt the U.S. 
merchandise trade deficit. It rose 2.4 
percent to a seven-month high of $9.3 
billion in August. 


Soviet reforms 
threatened 
by criticism 


Associated Press 


MOSCOW — An adviser to 
Mikhail S. Gorbachev said on 
Thursday that critics like Boris N. 
Yeltsin are needlessly eroding in- 
ternational confidence in the So- 
viet Union by attacking the presi- 
dent’s economic rescue plan. 

“Every such speech robs us of 
several billion dollars’ worth of 
(foreign) loans,” Abel Aganbe- 
gyan, an architect of Gorbachev’s 
compromise reform plan, told 
committees of the Supreme So- 
viet. 

The economist’s charges heated 
up the political atmosphere as 
Gorbachev prepared to present 
his four-stage economic plan to the 
542-member Supreme Soviet on 
Friday. 

Aganbegyan charged that “po- 
litical instability” caused by 
Yeltsin would force Western 
banks and countries to think twice 
about offering loans needed to 
help the Soviet Union switch from 
a centrally planned to a market 
economy. 

Yeltsin, president of the Rus- 
sian Federation, the largest of the 
15 Soviet republics, said Wednes- 

See SOVIET on page 2 
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Marshall blasts death penalty decision 


WASHINGTON — Justice Thurgood Marshall, now a Supreme Court 
minority on the death penalty issue, still has an abolitionist’s fervor. He 
blistered his fellow justices for their “indifferent shrug of the shoulders” in 
allowing a Virginia execution Wednesday. 

Marshall, indisputably the court’s most liberal member, fired off a strongly 
worded dissent as the court, voting 8-1, rejected a death row inmate’s last- 
gasp legal gambit. Wilbert Lee Evans was electrocuted in Richmond hours 
later. 

Marshall said the execution, the nation’s 141st since the high court allowed 
states to reinstate the death penalty in 1976, “highlights the inherently cruel 
and unusual character of capital punishment.” 

Since Justice William J. Brennan’s retirement in July, Marshall, 82, is the 
only court member who opposes the death penalty in all cases. 

“We hope our movement will help Justice Marshall feel less isolated,” said 
Leigh Dingerson of the National Coalition to Abolish the Death Penalty. 
“Even though the ... polls say 70 percent of Americans favor the death 
penalty, those polls mean 65 million people agree with him.” 

In the Virginia case, Evans was convicted of murdering a deputy sheriff in 
1981. 

He was sentenced to death because jurors believed he would be a future 
danger to society. 


Social Security gets a5.4 percent boost 


WASHINGTON — The nation’s 40 million Social Security recipients will 
receive their biggest benefit boost in 8 1/2 years next January. A 5.4 percent 
increase will give an average retiree an extra $31 a month. 

The annual cost-of-living increase, announced by the government Thurs- 
day, will mean the typical benefit check will climb to $602 per month next year 
from $571 this year. 

The maximum monthly benefit for a worker retiring in 1991 at age 65 will 
rise by $47 to $1,022, the Social Security Administration said. 

Since 1975, benefits have risen automatically each year, keeping pace with 
the annual inflation rate. 

The 1991 increase became known with release of the Labor Department’s 
Consumer Price Index for September. 

The cost-of-living change is derived by comparing the CPI price level in the 
July-August-September period with the index for the same period a year 
earlier. 


Gulf crisis may boost Utah oil industry 


SALT LAKE CITY — The steady increase in crude oil prices worldwide is 
fueling speculation that Utah’s sluggish oil industry may get a much-needed 
boost. 

State energy officials and industry representatives say there has been a 
slight upswing in oil drilling and well workovers since the invasion of Kuwait 
by Iraqi troops. 

However, there are far fewer drilling permits than during the energy boom 
of the early 1980s. 

“We have heard there is an increased interest in pursuing workovers in the 
Uintah Basin. We have to be pretty cautious about anecdotal evidence, but I 
have heard that from people in the basin,” said Kevin Higgins, assistant 
director of the Utah Energy Office. 

Working over a well may involve an “acid job,” pumping an acid solution into 
the well to dissolve mineral deposits and loosen oil pockets. Another technique 
is a “crack job,” forcing sand or similar substances into a well to fracture rocks 
and release oil. While word of renewed activity is encouraging, workovers 
only employ small crews on a temporary basis. 


Machine may save cardiac arrest victims 


PITTSBURGH — A woman who collapsed when her heart went into 
spasms and stopped owes her life to a new device that pumped oxygenated 
blood through her body for 15 hours while doctors worked to stabilize her heart 
without surgery. 

“Had they not gotten approval a year ago to use this machine, I can question 
whether I'd be alive,” said 29-year-old Sharon Wilczynski, who was clinically 
dead several times. 

She became the first human test case in a study the University of Pittsburgh 
is conducting to see whether clinical death can be reversed in cardiac arrest 
patients who do not respond to advanced cardiopulmonary resuscitation. 

The study centers around the use of a closed-chest cardiopulmonary bypass 
machine on diac arrest outside the hospital. 
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ovie makers replicate Calcutta slums 

CALCUTTA, India — As if Caleutta didn’t have enough slums, Hollywood 
built another one. The collection of patchwork shacks is so authentic filmmak- 
ers had to erect a fence to keep out people hoping to move in. 

The 600-foot-long street of 52 houses is the location for the movie based on 
Dominique Lapierre’s best-selling novel, “City of Joy,” a story about a rick- 
shaw puller and a Polish priest in the slums of Calcutta. 

But it is more than just a movie set. The dilapidated homes are careful 
replicas of slum shacks made of tin, mud, stone, wood and tiles. 


They were based on dozens of photographs from slum quarters in Calcutta, 


Bombay and New Delhi, said Philip Kohler, the production manager. 

The homes were built on a lot owned by the national oil company near 
Calcutta’s docks in the heart of the industrial zone. They will be demolished 
when filming is completed. The film, for Warner Bros., is to be directed by 
Roland Joffe of “The Killing Fields” and “The Mission.” The 12-week shooting 
schedule begins in February. 


WEATHER 


il 


Area Forecast 


Today: Mostly cloudy. Highs upper 50s, lows 
low 30s. 80% chance of rain. 


Tomorrow: Partly cloudy. Highs upper 50s to af 
low 60s, lows mid—20s. 


Sunrise: 7:43 6:42 d 


Yesterday's weather at BYU (24 hours ending 5 p.m. yesterday) 


Low humidity: 30% 

Precipitation: trace 

Month to date precipitation: .60" 
Water year to date precipitation (since 
Oct. 1): .60" 


LUIS LEME/Daily Universe 


Mostl 


Sunset: 


High temperature: 64 

Low temperature: 33 

One year ago high & low: 66/34 
Peak wind speed: 30 mph at 2:26 
High humidity 88% 


Source: BYU Weather Station, KSL 
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102-year-old designs found 


SLC Temple plans given to Churel 


The six-spired structure on Temple Square took The age-yellowed pages of legal size show ef 
TT .020—DDaoavVaX—r'-——_ 40 years to build and was dedicated in 1893. It is the lations, written by quill pen in a calligraphic s} 

SALT LAKE CITY — A Missouri architectural leading tourist attraction in Utah, attracting 3.5 and an ink drawing on linen paper of a portion of 
engineering firm has given The Church of Jesus million visitors so far this year although only Church roof tresses atop 9-foot-diameter columns, Skif 


Associated Press 


Christ of Latter-day Saints a design review of roof members in good standing are permitted within its said. 
supports in the Salt Lake Temple, written 102 granite walls. 


years ago by master bridge builder John Alexander 


Low Waddell. 


at Howard Needles Tammen Bergendoff of Kansas and Burlington Bridge. 


City. They were turned over to a Church represen- 
tative Wednesday by Tom Skinner, a structural Street Bridge and other. major structures and 
bridge engineer who recognized their historical founded the company that became Howard Needles 


value. 


Skinner said, “Time really gets compressed when 
you start picking things up from 100 years ago.” 


of taking care of documents.” 


Tammen Bergendoff. 


Tuckett tells leaders 
county needs examples 


By JON PETTY 
Universe Staff Writer 


After the great warrior Eleazar died, 
he still clave unto the sword; he went 
down swinging. This is the true spirit 
of leadership, said the director of 
BYU Men’s Intercollegiate Athletics 
at a leadership conference Thursday. 

Glen Tuckett told business and 
civic leaders Utah Valley needs this 
kind of exemplary leadership. 

“It’s like the movie ‘Follow me, 
Boys’,” Tuckett said. “The leader 
wasn’t sitting on his horse and saying, 
‘Go get’em, boys!’ He was saying, 
‘Follow me’. That is real leadership. 

“I think that the people here in 
Utah Valley are some of the best in 
the world at teaching people to be 
leaders,” said Tuckett. “We need 
leaders who will get in the water with 
their men.” 

The second annual Community 
Leadership Conference at Sundance 
Ski Resort, which featured Tuckett 
as the keynote speaker, was spon- 
sored by the Provo and Orem Cham- 
ber of Commerce. 


TAX 


Tuckett kept the audience listening 
and laughing with anecdotes through- 
out his 40-minute speech. 

After discussing several subjects, 
including keeping sports in balance 
with other school objectives and re- 
cruiting athletes, Tuckett talked 
about keeping standards. 

“We can’t guarantee that every kid 
sent to us is going to be a little Lord 
Fauntleroy,” he said, “We want good 
kids in the athletic department too. 
We have to work with what we are 
sent. Parents, send us good kids!” 

Tuckett said one of his favorite re- 
sponsibilities is teaching drug aware- 
ness. Some BYU football players give 
talks and lectures on drug awareness 
to city schools. 


Tuckett said playing sports is his: 


whole life. He said he feels sports has 
given hima big dose of reality. 

“So many people live in a dream 
world. It’s like the kid who sits up in 
the stands and yells, ‘Throw the ball 
to (Matt) Bellini! Throw it to Bellini, 
stupid!’ ” he said.“When was the last 
time that kid stood behind a six foot- 
six inch offensive line?” 


Continued from page 1 

“The opposition is trying to say ‘fa- 
vor the rich,’ ”’ Bush said. “I’m saying 
I’m favoring incentives, investment — 
and ... protecting the working men 
and women of this country.” 

Although that Senate-House bar- 
gaining was not expected to begin for- 
mally until Thu 


~ House “meeting pri- 
vately early in the day, were told by 
leaders that some gasoline tax in- 
crease was virtually inevitable, said 


OIL 


Continued from page 1 
Iraqi oil has been frozen under an em- 
bargo imposed after the invasion. 

Iraq said its offer to sell cheap oil 
was a humanitarian gesture, but 
diplomatic sources in Baghdad dis- 
missed the offer as a ploy to try to 
divide the world community,: which 
has been largely united on the sanc- 
tions issue. 

In an indication of the sanctions’ 
impact, Iraq’s Ministry of Health or- 
dered drug rationing at all hospitals 
and private pharmacies. The govern- 
ment daily, Al-Jumhouriya, quoted a 


LL STAR Hours: 7 a.m. to 11:30 p.m. 


700 East Provo Coin Laundry 
30 eves Top Loading Washers 
14 Triple Load Dryers-Rug Washer 


220 S. 700 East Provo 373-9435 


Dinner 5:00 p.m. — 10 


Mckay Wi 


evening, some 


Self-Service Laundries 


RON’S Hours: 7 a.m. to 11:30 p.m. 


1700 South Orem Coin Laundry 
30 Maytag Top Loading Washers 
14 Triple Load Dryers-Rug Washer 


640 E. 1700 S. Orem-1/4 Block E. of State St. 


Enjoy a Homecoming dinner 
at Provo’s authentic . 
Km Japanese Restaurant & 


OSAKA: 


Japanese Restaurant 
Lunch 11:30 a.m. —2 p.m. 


46 W. Center (Provo’s Town Square) 


Cottontree Foot & Ankle Clinic 


2230 N. University Parkway #8A 
Provo, Utah 84604 @ Across from Food 4 Less 


377-3746 


20% Discount to Students 


one lawmaker who demanded 
anonymity. 

The House approved no gasoline 
tax increase in its budget. But 
Democrats at the meeting seemed to 
agree that if the 9-cent-a-gallon gaso- 
line. tax was boosted by 6 cents, “most 
of us wouldn’t go crazy,” the law- 


maker said. 


8 0 
boosting the tax rate on the riche 
Americans to 31 percent from its cur- 
rent 28 percent — depending on what 
trade-off they received. 


ministry spokesman. as saying the 
move was prompted by the economic 
embargo. 

The U.S. government said energy 
prices in September jumped 5.6 per- 
cent, the steepest rise on record since 
the Labor Department began track- 
ing them in 1957. 

Higher oil prices also pushed im- 
ports to a record high, widening the 
U.S. merchandise trade deficit by 2.4 
percent in August. 

Although oil prices have risen dra- 
matically since the invasion, they fell 
back on Thursday. 


Call for 
reservations 


373-1060 


p.m. 


What does a 
Podiatrist do? 


eIngrown Toenails 
e@Corns 
@Callouses 
@Hammer Toes 
@Ankle Injuries 
Bone Spurs 
e@Warts 


el, D.P.M. 


T! 


The design pages were found in January 1989 by 
: : an HNTB employee who was doing research for a 
The documents were discovered in an old ledger master’s thesis on Kansas City’s 1906 Armour Swift 


Waddell designed the ASB, Chicago’s Halster 


Skinner said Don Carlos Young, who completed 
the temple design, had “like any good engineer” 

He said, “Parting was tough sorrow for me... but asked for Waddell’s opinion on some of his designs 
the Mormon Church has such an accredited history for massive beams supporting the roof. Young was 
the son of Brigham Young. 


He said the pages were preserved by the ai 
environment of the ledger. 

As it happened, it was 10 months after the dij 
ery that Skinner, not amember of the LDS Chif 
was presented with an honorary award for an}, 
lated project by Neil Zundel, a member of the, 
Church, who is president of the American Inst} 
of Steel Construction. f 

“We got to visiting, and I told him abouyy 
drawings,” Skinner said. 


He said 


SOVIET 


attention of Norbert Kemp, a former HNT 
ployee and the Church’s Salt Lake-based reprik 
tative, who accepted them on Wednesday. 


{ 


the documents eventually came 


Continued from page 1 
day that the president’s plan was a 
“catastrophe” and “doomed to fail.” 

Gorbachev’s four-stage economic 
blueprint, which has no timetable, 
would begin by reducing the national 
budget deficit, cutting the money 
supply, increasing production of con- 
sumer goods and boosting agricul- 
tural output. 

In the second stage, prices on 70 
percent of all goods and services 
would be freed to respond to market 
forces and small private businesses 
would be encouraged. 

The third stage envisions a free 
market for housing, a modern bank- 
ing system and entrepreneurship. 

The final stage would end govern- 
ment monopolies in many industries 
and allow the ruble to be freely traded 
against other world currencies. 

Gorbachev and Yeltsin are locked 
in a battle for the Soviet people’s con- 
fidence, and recent public opinion 
polls indicate Yeltsin is winning. 

Yeltsin, a former Gorbachev ally, 
has become more radical than Gor- 
bachev in pushing reforms, and is 


1950's Cafe @ Clip This Coupon @ 1950's Cafe @ Clip This Coupon @ 1950's 1/f) 


1950’s Cafe 


r~ It’s Always A Party!) 


(We want to be your favorite late night hangout. 


He 


f 


We carry 


Refills are 20¢ 


for 32 oz Mugs. 
SATURDAY BREAKFAST 


2 eggs, 2 sausage, 2 toast 
cer Kye 


Coupon @ 1950’s Cafe @ Clip This Coupon 


all convenience items, plus fresh pizza, hot dogs| 
deli sandwiches, frozen yogurt, snacks, and much more. i 


FREE Parking Lot DANCE 


promising to pursue the econd 
plan he likes best: a 500-day mai 
transition drafted by economist bi 
sislav Shatalin. it 
The public is unlikely to endur 
inflation and unemployment expep 
to accompany any switch to a ma}i/ 
economy unless it has confideng! 
the leader carrying out the refori}! 
Gorbachev, facing a breakdow? 
the economic system, realized thi 
late July when he set up a comm 
with Yeltsin to forge a compron} 
But the two leaders quickly b 
ranks, and their rift is widening. 
The official news agency Tass, 
ditionally loyal to the Krer}\ 
jumped on Yeltsin’s bandwif: 
Thursday. “The ‘market pack 
prepared by the Shatalin group is?’ 
sibly the only form of surgery thai 
help the ailing Soviet economy}, 
cover,” it said. i 
“Gorbachev is unwilling to cons ‘ 
radically breaking the manag if 
structures amid increasing poli ; 
instability. Such a break would ky, 


evitable if the Shatalin program 1 “ 


Mali 


adopted,” Tass said. 


in 
it! 


Every Friday 7p.m.011p.m. 
LIVE BAND MUSIC 
FREE Hotdogs & Drinks 
with 5 people or more 


PWe'als 


ss 


also sell 


“They came, they sang, they captured our hearts... . This) 
was a polished performance that reached professional} 
heights of excellence... reminiscent of the best Broadway}: 


musical shows.” 


—Rotary International News Bulletin, Colombo, Sri Lank}: 


October 26-27, 


1990 © 7:30 pr 


Marriott Center 


$7.00 General Public 
$6.00 with BYU ID 


For tickets 


Brigham Young University 


a = 


call 378-2981 | 


Friday, October 19, 1990 The Daily Universe Page 3 


UD subsidies given to Provo 


i NN PETTY year,” Carlson said. “From the few or evicted from their homes through 
anerse Staff Writer vouchers we are given, there are only circumstances which are not their 
a few families that we can help.” fault. 

a i) ow-income families may havea Provo Housing Authority now han- “We award five extra points to 
ger their heads this winter be- dles 448 vouchers and owns 250 families who follow our self-suffi- 
fof new rent subsidies awarded homes. ciency program,” Carlson’ said. “This 
ra to the Provo Housing Au- Vouchers, which are awarded ona _ makes it possible to have 195 points. 

point system, pay for a maximum of Your points decide where on the wait- 

Wy ly-five new housing vouchers 30 percent of rent under $349, Carl- ing list youstart. From there, it takes 

‘“@awarded this week to Provo son said. “We Pres the requests anywhere from two months to over a 
yom the Department of Housing we receive for help.” year to receive the voucher.” 
irban Development, said Doug § One hundred reine are awarded _‘ The waiting list rarely dips below 
in, director of the Provo Hous- for families who are either paying 150 points. 
sfithority. more that 50 percent of their dispos- “No one gets a voucher without : 
\ny cities which petition HUD able income to rent, are living in sub- first qualifying for the 100 points,” 
te few, if any, vouchers each standard conditions or are displaced Carlson said. 
Carlson said. “I am very Sie 
“agi d_with Me eee er cuenere 
receive for . This enables . 
fis 25 now families trot our Student Dentistry 
ifivaiting list.” aad 
rm - re City Housing a ‘ 
y said they received six vouch- 
jat so far Salt Lake County has Orthod O nt ICS 
jceived any. 
}s a very competitive situation. SF “Pre Mission Exam Discount _*Free Orthodontic Consultation 
#; are thousands of cities and —— *Wisdom Teeth Extraction *Evening and Sat. Appt. Available 
Mes petitioning HUD every . "24 hr.. Emergencies * Nitrous & IV Sedations Available 


G ISTER Bret A. Tobler, DMD 374-0867 488 N. 100 E. 


inued from page 1 
‘nt students were able to regis- 
Mout two weeks earlier. 
Jtaying transfer student registra- 
‘M, intended to give current stu- 
}a head start and give them pri- 
onrollment in classes they want, 
‘ling to the registration office. 
‘ne pnnon Bishop, 19, a sophomore 
in Ep pucticn ue, N. M., majoring 


4y wait an extra two weeks. I’m 

vf ioe be a student just like every- 

mn) ay se.’ 
flop said she is worried about 
iering for general education 
[3 ef the classes she wants 


ing sections of general educa- 
sses and classes taught by pop- 
Wrofessors tend to fill up the 
Wii, Priday said. 
Higbee, 21, from Frederick, 


a> C J | | 
ajoring in accounting, said, “I ) a) 
nwait at all. I wanted to avoid \ \ —Y | 
ui to reshuffle my schedule. Tim- \ oy 
a, 


|: «important to me; I wanted the 
il plasses at the right times.” 


dl pe students who returned intent . : 
i: sister forms have not yet regis- 
ay beridey said. 
jin Burt, 24, from Kennewick, rovO’ C avo r| a 
{, majoring in business, said he 
: bin his about registering for 
}3 in his major. 
tees | heme Restaurant | e 
| | en busy with eee ae oad, 4 U GlOr 
mits I kind of blew it off,” he sai 
Willy said students who are fairly (Possibly Provo’s only serious theme restaurant.) 
oil} they will be attendin BYU Dinners mostly from $6. to 10. Sandwiches from $2.79 to $5.00 


I | jomester should return their in- 


p register forms as quickly as 95 N. University Ave. (Rear Parking) 
thie re and plan to elton for 377-5044 


Homecoming 


Let BYUS’s Homecoming 1990 be an 
event you'll often want to reflect on. 


Tunes at Noon 12:00pm ELWC West Patio Friday October 26: Career Connections 8-Noon ELWC Mem. Lounge 
FHE Service Project 7:00pm Memorial Lounge Peprally/Chalk Talk 12:00pm Checkerboard Quad 
Window Painting Competition (All Day) Cougareat Tunes At Noon 12:00pm ELWC West Patio 
Residence Halls Decoration (All Day) Campus Housing Homecoming Banquet 5:30 pm ELWC Ballroom 
Tuesday October 23: Homecoming Kick-off ; Checkerboard Quad Speaker: Rex E, Lee Call 378-6746 For Reservations 
Cougar Photo Safari : Checkerboard Quad Homecoming Spectacular 7:30pm Marriott Center 
Bed Races : Checkerboard Quad “The Dream Goes On” Call 378-2981 For Tickets 
Tunes At Noon ELWC West Patio Bonfire Dance 8:00pm West Stadium Lot 
Bicycle Road Race : Marriott Center Saturday October 27: Parade 9:00am Memorial Park 
Wednesday October 24: Honored Alumni Lecture Series, Lectures In Each College-Check with Tailgate Bash 11:00am Helaman Fields 
your college for location 11:00-Noon Call 378-7621 for details Football - vs. New Mexico 
Tunes At Noon 12:00pm ELWC West Patio Homecoming Spectacular 7:30pm Marriott Center 
Cougar Cook-Off 6:00pm ELWC Garden Court “The Dream Goes On” Call 378-2981 For Tickets 
Roller Blade Race 5:00pm West Stadium Lot Friday & Saturday Night (8:00pm) 
Tunes At Noon 12:00pm ELWC West Patio Ridge Athletic Club -Semi-Formal $11.00 
Mountain Bike Race ; Below the “Y” Mtn. Tanner Building Atrium Semi-Formal $13.00 
- Wilkinson Center Ballroom Semi-Formal $13.00 
Springville Art Museum Formal $15.00 
Carriage Rides $5.00 
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By JEANETTE CARBINE 
Universe Staff Writer 


The 1950s comedian Steve Allen, 
who is best known as the originator 
of “The Tonight Show,” will be play- 
ing the piano, accompanied by the 
orchestra in Symphony Hall, on Sat- 
urday at 8 p.m. 

Utah Symphony spokeswoman 
| Deborah Hendrickson said Allen is 
as much a lyricist, composer, singer 
and pianist as he is a comedian. He 
has written songs for.a wide range of 
performers: Aretha Franklin, Bing 
Crosby, Louis Armstrong and Judy 
Garland included. 

According to a biography written 
in I951, ‘Allen is the son of comedian 
parents and has been a radio an- 
nouncer, an actor and eventually the 
host of his own television show. 

Once, a singer made a $1,000 bet 
with Allen that he could not write 50 
songs every day for a week. The 
singer found himself paying up 
when Allen took the dare, seated 
himself at a piano in a Hollywood 
music store and wrote the songs. 

The 1951 biography reports that 
after winning the bet, Allen said, 
“The money’s all going to my favor- 
ite charity - the Allen family.” 

Hendrickson said Allen has now 
composed more than 4,000 songs, all 
with titles like “This Could Be The 
Start of Something Big,” “Pretend 
You Don’t See Her,” “Oh, How I 
Love That Gideon Bible”and “Gravy 
Waltz,” 

Preceding Allen’s performance, 
the symphony will play three short 
pieces. They will play Mahler’s 
“Symphony-No.5” in memory of the 


then honor him with a moment of 
silence, Barbara Gibb, Utah Sym- 
phony spokeswoman, said. 

Drawing from pieces played. for 
the Symphony’s Youth Series, the 
symphony will play Tchaikovsky’s 


Friday, October 19, 1990 


=== |_IFESTYLE 


Comedian to give recital 


“Capriccio Italien” and the overture 
to Glinka’s opera “Russlan and Lud- 
milla,” Gibb said. 

The musicians are donating their 


1950s comedian Steve Allen will play the piano with the Utah 
late Leonard Bernstein and will Symphony Saturday in Symphony Hall. Alien, although not well 
known for his composing, has written more than 4,000 songs. 


ee 


Photo courtesy of Utah Symphony 


time with proceeds going to the 
symphony’s retirement fund. For 
more information, call the ticket of- 
fice at 533-6683. 


Beatles music returns as 1964 


By MICHAEL A. GUELLER 
Universe Staff Writer . 


The likenesses of John Lennon, Ringo Starr, George 
Harrison and Paul McCartney will “come together” Satur- 
day night at 7:30 for one performance in the Wilkinson 


Center Ballroom. 


“1964: As The Beatles,” a musical group hailed by some 
as the most authentic and endearing tribute to the Beatles 
ever, returns to BYU after last year’s sellout perfor- 


mance. 


_ Nancy Harris, of Student Life Marketing and Program- 
ing,-Said~ See ie -group because last 


concert” 


Successful! 


“Last year’s concert was packed and they encored three 


times. It was a deja vu sensation for me. They brought it 
all back to life,” she said. 


Alistair Taylor, former president of Apple Records, 
who recorded and promoted the Beatles, said, “The re- 
semblance was uncanny. It sent shivers down my 
spine —it was just like the boys. Never have I seen an- 


other group go to such detail.” 


monies. 
_t-eatured as 


Jast year’s _ 


George Harrison. 


Mark Benson, who assumes the role of John Lennon, 
said the group spent years researching the “Fab Four,” 
from the Beatle boots, vintage outfits and Vox amplifiers, 
to the mannerisms, spoken voices and unmistakable har- 


“ea Ringo Starr is Greg George..Gary. Grimes ° 
plays’ the rdie “ofPaul McCartney, and Bob Miller“is * 


The Palace celebrates 12-year anniversary 


By LORI MCLEAN 
Universe Staff Writer 


The Palace, a dance club in Provo, 
has been in business for 12 years and 
will be holding a celebration party on 
Saturday. — ‘es 

“For a dance club to be open for 12 
years is a pretty amazing thing,” said 
co-owner Brian Murdoek of Provo. 

The average life expectancy of 
clubs in the Provo area is seven 
months, although some have lasted 
longer, he said, and a lot of clubs have 
come and gone. 

The Palace opened in 1978, when 


the disco rage was on the way down, 
and now country night is going gang- 
busters, said Murdock. 

“The country music is more generic 
— it’s not all drive a truck, divorce 
your wife type of stuff. There’s more 
good country,” he said. 

Murdock said The Palace has been 
successful because it doesn’t market 
to just one group of people and be- 
cause decisions about changes and 
staff are made based on long-term re- 
sults. 

Murdock said, “We want to have a 
clean, classy atmosphere that caters 
to the conservative student or any- 


body, including parents. We’d much 
rather have 600 people come who 
have a cleaned-up act than 700 or 800 
who are a bunch of knuckleheads.” 

The Palace receives nearly 50 cur- 
rent music videos each month which 
are viewed and rated and sometimes 
edited, said Scott Rosenberg, The 
Palace’s head disc jockey from Provo. 

Sometimes people notice the videos 
have been edited, said Murdock. 

“We don’t need that kind of 
garbage in our life,” said Rosenberg. 
“We like to cater to people like the 
BYU student — someone who has 
morals.” 
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_ MEDICAL SCHOOL 


7 


Z 
oe 


TUITION 


PhD 
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Find out how you can have your medical school tuition, required books and 
fees paid in full—plus earn more than $700 a month while you attend school. 
Clip and mail the coupon below, and we'll send you full details on the Armed 
Forces Health Professions Scholarship Program. 

We'll tell you how you could qualify for a Physician's Scholarship from the 
Army, Navy or Air Force. 

If selected, you'll not only beat the high cost of medical school, you'll also gain 
valuable medical experience serving on active duty 45 days each school year as 
a commissioned officer in the Reserves. 

After graduation, you'll serve three years or more—depending on the Service 
you select and the level of scholarship assistance you receive—as a respected 
Armed Forces physician. You'll also get good pay, regular hours, great benefits 
and the chance to work with a variety of patients and the latest medical 


technology. 


if you. meet the age requirements noted below for the Service of your choice— 
_and.want to-cut the expense of medical school—send for more information today. 


| 


YES! Send me full details on how the Armed Forces Health Professions Scholarship Program 


@ can help cut my medical school expenses. | meet the age requirements noted below. 


Name 


! understand | am under no obligation. 
Mail this coupon to: Armed Forces Scholarships, P.0. Box 2865 
Huntington Station, NY 11746-2102 
Check up to three: (1 Army 

(21-34 years of age) 
Please print all information clearly and completely. 


0 Navy 
(21-36 years of age) 


First 


Address 
City. 


Middle Initial Last 


Apt. # 


State 


Phone [ ai) 


rea Code 


College 
Field of Study 


C Air Force 
(18-34 years of age) 


(J) Male (J) Female 


ray te 
[ Et (egiorisal: Soc. Sec. i [ela se a 
u er 
Birth datel_I_] mI 
Graduation re a ve 


0 ear 
The information you voluntarily provide will be used for recruiting purposes only, The more complete itis, the 
better we can respond to your request. (Authority: 10 USC 503). 


9017 i = 
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Musical works by BYU faculty } 
featured at Provo Tabernacle 


By STEPHANIE L. PERRY 
Universe Staff Writer 


Many works by BYU faculty and 
former faculty members will be per- 
formed at the opening concert of the 
Ralph Woodward Chorale, Friday in 
the Provo Tabernacle at 8 p.m. 

“It is our desire in this program to 
give exposure to some little-known 
gems by many significant composers 
associated with Utah,” said Ralph 
Woodward, chorale director. 

Woodward said the chorale will 
perform a suite of choruses entitled 
“To Utah,” composed by Robert 
Cundick, Mormon Tabernacle organ- 
ist. Edward Hart, a retired English 
faculty member, wrote the texts. 

Woodward said “To Utah” depicts 
the early settling. of Utah, including 
the laying out of the city and the con- 
structing of the temple. 

Featured soloist on the program 
will be David Randall, professor of 
music, performing a clarinet solo. He 
will be accompanied by Mack 
Wilberg, director of choral organiza- 


- tions, on the piano. 


Among the other numbers on the 
program are “Ode to Music” and “Ah 
How Fleeting,” written by Merrill 
Bradshaw, full-time music faculty 
member, said Judi Haller, choir mem- 
ber and publicity chairman. 

In addition, “Come to Me in the 
Silence of the Night,” by Wilberg, 
and “Seasons Turn,” by David Sar- 
gent, professor of music, will be per- 
formed, said Haller. 

The chorale will also perform “Ex- 
cerpts from Promised Valley,”by 
Crawford Gates, former chairman of 
BYU’s Music Department, as well as 
selections from other Utah compos- 
ers, said Haller. 


CINEMARK THEATRES 


i 
i 


fJMovies 8 
' 


LL SEATS ALL SHOW 


7 "Jumpers" Video Arcade 
‘y_located inside Movies 8 
Young Guns II PG-13 
12:40, 2:50, 4:55, 7:05, 9:15, 11:30 
Dick Tracy PG 
12:15, 2:30, 4:45, 7:10, 9:20, 11:40 
The oungle Book G 
12:20, 2:00, 3:35, 5:15, 7:00, 9:00, 11:00 
Back to the Future Ill PG 
12:20, 2:40, 5:00, 7:35, 10:00 
Men at Work PG-13 
1:15, 3:15, 5:10, 7:15, 9:25, 11:30 


ouse sProblem; Child PG. ,. 
a pablo Gs ae ” 


10,11:10 .. - 


Deer Widow 
Fashion Show 
& SALE! 


This is to cordially invite all Deer Widows and 
fashion conscious shoppers alike to attend a Winter 
Fashion show at University Mall! This who will 

be an exciting show featuring styles from the stores 
listed below. In addition, many stores will also be 
featuring sale and clearance items during the day, 
so don’t miss out on the excitement this Saturday! 


FASHION SHOWS 11 am & 3 pm 
ENTERTAINMENT at 1 pm & 5 pm 


‘ Listen to KBYU Classical 89.1 FM 
For Giveaways a 


THE CRITICS’ CHOId 


FOR 50 YEARS 


1940 
“As teriffic as anything that he 
ever happened on a screen.” |i 
—NEW YORK TIME, 
November 194 


1990 
“More glorious than every Di; 
fore. Walt Disney’s masterpiewy 
glows with a new radiance.” 

—SNEAK PREVIEWS, P 
Michael Medved October 199//8)) 


Qnee Dienep's CLASSIC 


Tickets are available at World of 
Music, at 39 West in University Mall, 
and at the door. 


Alhambra s# 


4 Channel Dolby Surround Sound 


ungle Book 


Nightly 7:00 Sat Matinee 2:30 Admission$1_G 


NETN, CNSR any 


Giz. 


PLAYS NIGHTLY AT: 7:00, 
NS SAT 


9 
. MATINEE AT: 2:30 
*” 


Tuesdays $2.50 
"For the Fright of Your Life!” 


Fay Leonard Promotions 


AMERICAN AMBASSADORS 
PRESENT 


Dracula's Ouyngeon 


Haunted House 


100 West 400 North @ Provo (next to Smith’s) 4 
Oct. 15 thru Nov. 3 | 
Dark until 11 p.m. Weekdays 


Dark until Midnight Weekends & Halloween 
(No Sundays) 


Discount Coupon 
Regular Admission $4 


THE WALT DISNEY COMPANY Hii, 


vif 
i 


4 


$1.00 off 


trick or 
treat 
assortment 
only 


The Halloween store where 
an adult has as many choices J 


as a kid! E 


Planning a COSTUME 

party? SALES, RENTALS 

See webs, & ACCESSORIES : 
cauldrons, —HUNDREDS OF COMBINATIONS— 


pinatas, 
Halloween 
plates, 
napkins, toys, 


Everything from full 
costumes to swords, 
makeup, hats, wigs, 

masks, jewelry and 


much, much more!! / 
A 
EN 


f. Plenty of 

** additional 

easy access 
parking 
in rear. 


decorations 
and much 
much more! 


nue 


HALLOWEEN PARTY 


U.S, 


272 No. University 
Provo @ 373-6061\, ~ 


x hore | 


® Check Point 
@ 5-7-9 


® Brooks 
® Units 


® Taylor Maid 


@ Gart Brothers 


® Leisure Zone 


® Seiferts 

® Benetton 

® Pace Setter 

@ 39 West 

® Kids Mart 

@ Motherhood Maternity 
® Oak Tree 


ia 
Produced by the Utah Academy of the Performing Arts i 


UNIVERSITY MALL 


and Joseph Patrick Salon 


lh \ 


i 


WK 
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#ihday. The Patriots fell to 1-5. 


Ne. 


d scored easily. 


Lh 


Ny V Cougars 
vi javel to battle 
‘Ynow College 


ro us BARTMESS 
#verse Sports Writer 


‘hel fae BYU junior varsity football 
\ f#1 travels to Ephraim today for a3 
ic game against Snow College. 
jae JV team is coming off a 28-14 
icto Dixie College two weeks ago. 
i Ve’re going to have to play more 
jj.a team if we expect to be able to 
i a team with the talent that Snow 
A ge has,” said Junior Varsity 
id Coach Lou Andrus. 
| Gide receiver Otis Sterling said, 
hire going to throw a lot more than 
piave in the past and Snow College 
own for their passing attack.” 
#icaey run the same offense our var- 
fiteam uses,” said-Andrus. “We’ve 
\ pubiticed against it all year so we 
\i Hild be able to be competitive 
\ Minst it.” 
sie JV team has only one or two 
rtunities to practice before their 
Wes, making execution a main con- 
yi for both the players and the 
divhes. 
= WN é really need to execute better if 
want to have any chance of win- 
Mthe ball game,” said JV Offensive 
“Werdinator Ed Larson. 
ow College is part of the West- 
States Football League and has 
2 record. The Badgers are coached 
Paul Tidwell. 


1375 N. State, Provo 
645 E. State Am. Fork 


Saturday 9:30 am- 


| HALAMI — Stingy defense and Mark Higgs’ touch- 
iivn on a blocked punt helped the Miami Dolphins over- 
ie five turnovers Thursday night as they handed New 
\waUgland its fourth consecutive loss, 17-10. 

: 4 the Dolphins (5-1) took a half-game lead over second- 
Wicce Buffalo in the AFC East. The Bills play the Jets on 


‘ fn 11-day layoff left both teams looking sloppy. Miami 
if .n despite numerous dropped passes, an interception 
i four lost fumbles, including one in the Patriots’ end 


the Dolphins had all five turnovers by halftime, but 
jy still led 10-3 thanks to Higgs’ 19-yard return of a 
Wicked punt. With the ball at the Patriots’ 36-yard line, 
slipped between blockers up the middle and smoth- 
d Brian Hansen’s kick, grabbed the ball on the bounce 


| tan Marino set up Miami’s other touchdown late in the 

jird quarter by hitting Mark Clayton for a 36-yard gain 

whe Patriots’ 2-yard line. Sammie Smith scored on the 
st play to cap a 64-yard drive for a 17-3 lead. 

RS iNew England’s touchdown came with 6:18 left, when 

rorge Adams caught a 4-yard scoring pass from Mare 

q i:lson on fourth down. The Patriots quickly forced a 


Open 9:30 am- 8:00 pm M-F 
:00 pm 


Wiami edges Patriots 17-10 


punt and took over at the Miami 44. But Wilson was 
stopped for no gain on a fourth-down sneak at the 35 


with 3:31 left. 
three turnovers. 


the NFL. 


back fell to 0-8. 


Golfers 


By LARA TRAMMELL 
Universe Sports Writer 


The men’s and women’s golf teams 
returned this week from tournaments 
in which they did well, said BYU’s 
coaches. The women finished 5th in 
the Ihlanfeldt Tournament in Red- 
mond, Wash., and the men came in 
10th at the Taylor Made Red River 
Golf Classic in Dallas, Texas. 

The women placed 5th in a field of 
15 teams. Coach Gary Howard said, 
“Tt was sort of like kissing your sister. 
It was all right but not as good as it 
could have been.” 

Going into the third round, on 
Wednesday, the BYU team held 4th 
place, but was overtaken by Kansas. 
“I was hoping we’d finish 4th, but 
Hauge just outplayed us,” Howard 
said. 

First place in the 54-hole tourna- 
ment belonged to Stanford. Okla- 
meee finished 2nd and Washington 

3rd. 


BYU senior Robin Barry led the 
team, finishing in 16th place with a 
score of 241. Senior Lachell Simmons 
scored 243. Senior Ruby Chico and 
freshman Lisa Christie tied at 245 and 
freshman Anna Hagborg finished 
with 249. 

Coach Howard said that he didn’t 
think anyone on the team played re- 
ally great. “We’re not quite ready to 
go out and beat people yet, but we 
have the potential to be a really good 
team.” he:said. 

Weather conditions,were not ideal, 
Christie said. “It rained on us for two 
days. It made the course really long,” 


HALLOWEEN 
COSTUMES. 


You'll love hunting for Halloween treats! 
All items are cleaned, polished and 
sanitized by the elderly, handicapped and 


others in need. 


One week only 
10/18—10/24 


Deseret Industries is a federally approved sheltered 
workshp. Its people—those who are elderly, handi- 
capped or in need—reclaim donated goods. 


The Patriots had chances to build a big early lead, but 
they failed to pick up a first down after Miami’s first 


The Pats had 34 total yards and three first downs in 
the first half against Miami’s defense, ranked fourth in 


E.J. Junior and Hugh Green each had two of Miami’s 
five sacks of Wilson, who completed 18 of 38 passes for 
187 yards. His record as the Patriots’ starting quarter- 


New England scored first on Jason Staurovsky’s 41- 
yard field goal, which was set up by Ronnie Lippett’s 
recovery of Mare Logan’s fumble at midfield. 

The Dolphins moved 35 yards on their next possession 
and scored on Pete Stoyanovich’s 47-yard field goal mid- 
way through the second quarter. It was the first Miami 
possession that didn’t end in a turnover. 

With the game scoreless, Miami drove 61 yards to the 
Patriots’ 2-yard line. But Smith fumbled when he was 
hit by Brian Hutson on a third-down dive play, and 
Lippett recovered in the end zone. 

The Dolphins came into the game tied for the AFC 
lead for fewest turnovers, with nine in five games. 


place 5th, 10th 


@) deseret Industries 
<a>) Thrift Store 


she said. 

The team will compete in the Stan- 

ford Invitational Oct. 25-27. 

ile the women played in the rain 
in Washington, the men’s golf team 
played in the Texas wind. 

After playing two rounds Monday, 
the team was in 12th place, but it 
managed to move up two places to 
10th after the third round Tuesday. 
Ten of the 12 teams competing were 
ranked in the top 20. 

“T don’t feel too badly at all about 
the tournament,” Coach Karl Tucker 
said of his young team. 

“I think we have some good things 

going for us. We hope to be in the top 
20 before the year is over,” he said. 

Tucker said the scores in the tour- 
nament were unbelievable. The Uni- 
versity of Texas-El Paso finished in 
first place with a 29-under-par 885 
way ahead of second-ranked Arizona’s 
8-under-par 856 total. 

“I knew they were good, but I 
didn’t know they were that good,” 
Tucker said of UTEP. 

BYU’s individual low score came 
from Ryan Rhees who finished in 24th 
place with a score of 218. Next for 
BYU was Ramon Brobio with 221, 
then Mike Weir with 222 and Dean 
Wilson with 224. 

Weir said, “We just didn’t play 
well. We didn’t have everything to- 
gether.” 

The team hopes to place higher at 
the UCLA Bruin Desert Classic Nov. 
4-7. “We'll do well,” Wilson said. “We 


‘didn’t do that good this-week, but I 


think we could do a lot better,” he 


said. 
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Friday, October 19, 


Haws goes to play in CBA 


By MICHAEL H. SANCHEZ 
Universe Sports Writer 


The La Cross Wisconsin Catbirds 
of the Continental Basketball Associ- 
ation announced the signing of former 
BYU star Marty Haws and former 
Utah Jazz player Brett Vroman. 

Haws, who had been working out 
with various pro teams this summer, 
signed a contract with the CBA team 
this week. 

Haws was the starting point guard 
with the Cougars last season. Haws 
will compete with other new La Cross 
signees to earn a spot on the team this 
season, according to Jim La Bumbard 
of the La Cross media information of- 
fice. 

Vroman, a Provo native who signed 
with the Jazz this summer, was re- 
leased early in the pre-season camp to 
allow him to find another team to play 
with this season. 

“T’m really excited about going to 
Wisconsin and playing with Marty 
(Haws). Marty and I had a chance to 
Me with one another this sum- 

.. he’s a quality player with some 
ao ball handling skills,” said Vro- 
man. 

Vroman was with the Jazz in 1980 
and saw limited action in 11 games. 
Vroman also averaged over 20 points 
and 10 rebounds per game in nine 
years of competition in Europe. 

Catbird Head Coach Flip Saunders 
said he hopes that both Haws’ and 
Vroman’s skills will enable them to 
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‘““FREE-5”° “ANTI GRAVITY” 
Reg. 380.00 SNOWBOARD 


GORTEX 
SKI GLOVES 


BY KOMBI 
Reg. to 46.00 
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EUESUASE TILL CHRISTMAS 


RV VICEZ 
LAYAWAY SKI PACKAGE SALE“ 


195,00 TOTAL VALUE Bt 


VUARNET 
SUNGLASSES 
Reg. 80.00 


99 


compete for spots on the La Cross 
roster. 

The Catbirds pre-season camp will 
run Oct. 25-Nov. 7 in La Cross, Wis. 
Unlike the NBA, the CBA pre-season 
schedule does not allow enough time 
to play pre-season exhibition games. 
La Bumbard said the team will com- 
pete in one intra-squad game at the 
end of camp. 


1990 The Daily Universe 


Say no to low paying careers! 
Learn court reporting in 


‘a 24 mo. course, 
and earn 26K-80K + . 
Provo College 375-1861 


UVCC Provo o Campus 


The Club of the 90’s 


Thurs., Fri., Sat. nights! 
909 East 2100 South, SLC 486-4261 


Celebrate the 90’s with our new look. 


Thursday is ladies night — $3.00 


Dance to Modern and Top 40 Music! * 
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Friday is University night — $3.00 


UTAH*COLLEGE*OF 
MASSAGE* THERAPY 


10 AM 


DS YOUR 


4 SELECTION 


& Rollerblade 
SKATES 


“FREE STYLE”’ 
SNOWBOARD 
Reg. 420.00 
%* FREE MOUNT 


BINDINGS 
M-24 


Reg. 120.00 
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Pedersen’s 


University Mall, Orem, 225-3000 


BREAKFAST 
LUNCH 
DINNER 


GRAND OPENING 
STORE #9 


SALE STARTS TODAY IN 
ALL 7 UTAH LOCATIONS 


FASHION PLACE MALL 


MURRAY, UTAH 
SALE STARTS 


ZEUVY VY 


GLASSES 


Reg. 40.00 


S_ ANNOUNCES 


THURS. OCTOBER 11TH 


OPEN THURS. & FRI. 10 TO 9 PM 
SAT. 10am to 9pm 
SALE LIMITED TO STOCK ON HAND 
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Classified 


01- Personals 


[oe ea ASP ONS EMOTE ADU NS NLR RAO 
QUESTIONING Your Mormonism? Read "For 
Those Who Wonder’ $5.95 at BYU/LDS 
Bkstores. 


SHAPE-UP! 9AM Aerobics at the Palace 
FREE BABYSTITTING. 225-3838. 
(1st wkout free) 


JEDEDIAH’S CABIN- Utah Valleys finest for 
meetings, parties, Bridal suite, etc. 374-2500 


DRAGONS Have been seen in the swamp and in 
the bush at Wheeler Historic Farms’ "Haunted 
Woods", 6351 South 900 East in Salt Lake. Oct 
10 thru 31st. (Except Sundays). 


Times: 7-9:30pm Mondays - Thursdays. 
7-10:30pm Fridays & Saturdays. 
Admission: $5 Adults 12 & Up 


$3 Children 3-11. 
Phone 264-2241 for additional information & dis- 
count admissions. 


NEEDED: Homecoming Football Tickets Call 
375-7459. 


call collect Attorney (213)854-4444 or Ginny 
(213)208-1308. 


Classified ads work! 378-2897. 


Friday, October 19, 1990 


The 


1- Personals 


ANA NIELSON- The last line is: To this year’s 
homecoming? Cindy has something for you. 


03- Instruction & Training 


KITCHEN FRIGHT? Cooking classes. Write: 
Cooking P.O Box 50153, Provo, 84605- 0153. 


04- Special Notices 


STUDY ABROAD IN AUSTRAILIA 
Info on Semester, Summer, Grad, & Intern pro- 
grams, Running under $6,000. Call CURTIN 
UNIVERSITY, 1-800-878-3696. 


05- Insurance Agencies 


HEALTH MATERNITY COMPLICATIONS 
Kay Mendenhall 224-9229 or 489-7518 evens. 


STUDENT Health & Maternity Plans, Short term, 
Dental, 12yrs experience. 226- 1816 


HEALTH & MATERNITY 
CHIPMAN ASSOCIATES 225-7316 


05- Insurance Agencies 


AUTO*HEALTH*LIFE*RENTERS*INSUR. 
Greg Young 224-2304. 3707 N. Canyon. 


HEALTH/MATERNITY PLANS-Pay Regard- 
less other ins. Under $10/mo 224-4062 lv msg. 
ONLY $10 FOR 100,000.00 of Life Insurance. 
Call Martin Watkins 374-1840. 


MAJOR MEDICAL & MATERNITY IN 
SURANCE 
JOHN KIRBY 1-800-869-5069 


06- Special Offers 


LDS HOME INCOME NEWSLETTER for apt., 
dorm, or home based income help. Free info. Rt 1 
Box 114 Dept B., Novelty ,Mo. 63460. 


50% off Jewlery at AROUND TOWNE GIFTS. 
374-9608. On order placed by Oct 24 only. 


07- Help Wanted 


STUDENT RESUMES- DISCOUNTS 
Special Rates Natonwide Service 377-3805 


PLASMA DONORS NEEDED! 

Help yourself & others by donating plasma. You 
can receive up to $100/mo by donating plasma at 
the Alpha Plasma Center. 373-2600; 245 W. 100 
N., Provo. (Bring this ad in for a special bonus on 
your first donation). 


Service Directory 


ALTERATIONS 


ALTERATIONS UNLIMITED-ALL SEWING- 
Ladies, mens, weddings, etc. 374-2162 


PROFESSIONAL ALTERATIONS. Irene 356 S 
700 E 225-7697 


NEED A BABY SITTER? Warm ,Cheerful & 
trustworthy environment. Clean home. Inexpen- 
sive. Barbara 374-6381. 


BEAUTY 


NATURAL LOOKING NAILS. Silk wrap reg $40, 
Student disc. $30 w/ad. Call Sharise 377-7834. 


COMPUTER SUPPLY 


DESKJET/WRITER CARTRIDGE REFILLS 
Refill kit contains instructions & two refills for 
$18.95. Laser Supply of Utah. 226-1590. 1160 
S. State St, Orem. 


DANCE MUSIC 


1 ol: EE Saeed RIE Po slak my 
MONOLITH SOUND We have done over 250 
Dances for BYU wards. Dan at 225- 8577. 


+AUDIO VISIONS- Mobile dance at its best. 
Prices start at $75. Call Craig, 489-4276. 


WAVE TECH 


226-9497 SOUND SYSTEMS 374-7993 
ARTOPEA SOUND 
You name it we'll play it! 377-5430 
WIRED FOR SOUND 370-2226 
Southern California's Finest Mobile DJ. 


DE NOUVEAU SOUND SCOTT 374-2857 
THE ORIGINAL ALL REQUEST DJ $70 & UP 


MYSTIC SOUND AND DANCE 
ALL REQUEST MUSIC... CALL DON 374-9248 


YOU WANT TO DANCE 
YOU WANT IT YOUR WAY 
YOU WANT MJS MOBIL DANCE 226-6011 


Now in Utah! SOUNDS GREAT 
Over 500 Dances in 5 states. 370-2115 


DENTAL 


(RSENS TA SE CT 
FREE DENTAL EXAMINATION & 2 X-RAYS 
225-2210. Theodore C. Bennion D.D.S. 

241 E. 800 S., Orem. 


HEALTH 


MONEY BACK GUARNATEED! Inch loss pro- 
gram. Call 373-1897. Premiere Body- Callinetics. 
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FOOTHILL SHOE REPAIR 
374-2424, 438 N 900 E. Closed Wednesdays. 


SPEND alittle, 
make a lot with Classified ads. 
Call 378-2897. 


TYPING 


EXPERT TYPING 20 YRS EXPERIENCE 
75¢/pg. Call Gerri, 224-3631. 


EXPERIENCED, ACCURATE TYPING 
Also have WP 4.2 Merlene, 225-6253. 


CAREERPRO 
RESUME SERVICE 


377-3805 
HP LASER JET Il IN HOME 


WP 5.0/4.2* font styles 
Susan WHEATLEY 377-1072 


QUALITY Word Proc/Graphics. LQ Printer. WP 

Spell ck. 20 S. 700 E. #4 375-2249 75¢/pg. 

A+ WORD PROCESSING WP 5.0/HP Laserjet 
Low rates, Top Quality, Fast! 373-4861 
LASERQUIK- Typing + fast service, Laserprint- 

ing, WP on PC and Mac. Call April 371-2661. 

ABC-WORD PROGSSSMIGA DE w/spell ck.. 

Accurate, & Fast. 75¢/pg..3 454°Shelly. wi, 

FAST PROFESSIONAL TYPING & EDITING by 

BYU English Grad. WP5.0 Kirsten 375- 2930. 

RESUMES, WORDPROCESSING, Laser print- 

ing at lower rates. Pickup & deliv. Avail. Also 

French papers. Alison 374-8491. 

WORD PROCESSING-LASERPRINTING-DTP 
Font styles, graphics, scanner, graphs 
YOU NAME IT! Alison Smith 225-7125 

PROFESSIONAL WORD PROCESSING, WP 


5.0 Laser prints, on campus convience. The 
Word Center, 122 ELWC. 378-3193. 


WEDDINGS 


BRIDES ETERNAL & FASHIONS 
Where service is quality 10-50% off Bridal 
gowns. Best Selection around, See us for all your 
clothing needs. 250 W Center, Provo. 


GOWNS BY PAMELA--Beautiful, affordabie, 
wed gowns not avail elsewhere. Temple too. 
Buy/rent semi-custom. Avail in 6 states incl. 
Cal. By appt. to better serve you. New shop. 
224-4335 


BRIDES Let me design your gown OR create it 
from your favorite picture. Kari 377-6850 
Save$$. 


BRIDAL & FORMAL GOWNS By Marie 
Bring me a picture & I'll create your dream gown. 
24 yrs exp. European Seamstress. 224-6510. 


BEAUTIFUL CUSTOM VEILS & Headpieces 
$20-40! Remarkably low prices on custom head- 
pieces, bridal laces & flowers. It’s worth the drive! 
The Lace Place 3275 E. 3300 S. SLC 486-1522. 


REGAL STUDIOS 
5 Free engagement photos plus 30% off Stylart 
Invitations. 8yrs exp. 163 N. Univ. 374-8596. 


30% OFF ALL INVITATIONS 
500 Color invitations starting at $159. 
Engmnt sitting, 8-5x5, 2-5x7, 3-8x10 $74. 
ALLRED PHOTOGRAPHY 377-3701. 
THE WEDDING CONNECTION 
10 FREE Photos- You keep negatives! 
25% Off Stylart-Cameo Invitations 
+ Accessories. 969-6928. Visa/MC welcome. 

BRIDE-TO BE? We have gifts for you! Call 225- 
8451 for your free packet. 
HAVE YOUR Wedding Reception at the elegant 
Heinz Mansion 400 W 100 S Provo 225-6277. 
ELEGANT WEDDING DRESS for sale. Size 8. 
$800 dress for $450. Call 224- 6510. 
WE GUARANTEE the lowest price on Weddin 
invitations. Former Utah Co. specializing in LD: 
invitations, carrying Stylart & Cameo desighs. 


. Weigre.now in S. CA. We take mail-or phone 


ordérs. And drop ship to you. All orders guaran- 
teed! Call 805-495-7030. 


RICE ’N ROSES. Now has the new 
"conversions’”. The Temple Dress that converts 
into a wedding gown. Call 798-9295 aft 5pm. 


CONTEMPORARY SCOTT McCLINTOCK 
wedding gown size 7-8. $200. Call 224-8207. 


Make Classified your key 
to higher profits. 
Call The Daily Universe 
378-2897 


The Far side by Gary Larson 


Larger Than Life by David Gallagher 
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Head than, 


Walt Whitman's first poem, while less spectacular than his 
later ones, showed some of the subtlety of meaning, 


striking meter, and delightful rhyme found in truly great 


poetry. 


Calvin and Hobbes by Bill Watterson 


cee 
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| Peanuts® by Charles M. Schulz 


SHE WAS TELLING US HOW 
MUCH STRESS SHE'S BEEN 
UNDER LATELY, AND THEN 
SHE JUST FELL ASLEEP... 


WHERE IS 
SHE, CHUCK? 
WHERE'S MARCIE? 


HERE SOUND 
ASLEEP... 


© 1990 United Feature Syndicate, Inc. 


THEN SAY WINNING 
ISNT EVERNTHING, 
AND INE DECIDED 
TO TAKE THEIR 
WORD FOR IT. 


SHE PROBABLY 
NEEDS A DOG.. 


7- Help Wanted 


SRA ERE A RN 
SOPHOMORES/JUNIORS $6-$10/Hr, Learn/ 
Earn now for explosive future w/ fastest growing 
Utah business. 379-2945. Call 24HR Hotline for 
details. 


INFORMATION MANAGER $6-$10/Hr, Learn/ 
Earn w/ explosive, Fast growing Utah business. 
Call 24HR Recording for details. 379-2945 


ATTENTION STUDENTS $9.75 to start. Retail 
help needed for 17 positions. 265- 2993 


MARKET RESEARCH POSITIONS No sales, 
evns & weekends $4.25-$6.00/hr. Call Greg 375- 
0612, WESTERN WATS CENTER. 


TOP SALES MANAGER NEEDED 
Must have previous experience in sales or man- 
agement. Compensation up to $15,000. Must be 
available Spring/Summer. Call. Kent immedi- 
ately. 377-5077. 


EXECUTIVE INTERVIEWERS WM-F 7-12am, 2- 
6pm or full-time. $4.25-$5.50/hr. No sales. 375- 
0612 Dave. 


DELIVERY DRIVERS WANTED FT/PT must be 
18yrs or older. Apply in person at the Brick Oven, 
111E. 800N. 


MAKE A MODEM to switch my answering ma- 
chine to the campus telephone line. | have a 
scheme. Call Peter 371-2875. 


INTELLIGENCE JOBS. FED, CIA, US 
Customs, DEA, etc. Now hiring. 
Listings 1-805-687-6000 Ext K-10635. 


NATIONAL RESEARCH FIRM now hiring tele- 
phone interviewers. No selling, 3-11pm, Mon-Fri, 
weekends, 20 to 40 hrs a week. $4.25/hr to start. 
Good communication skills. Apply at the 
WIRHTLIN GROUP, 1998 South Columbia 
Lane, Orem. 226- 1524. 


FULL TIME SECRETARY WANTED, working 
knowledge of WP 5.0 & Lotus required. Salary 
based on exper & ability. Bring resume 362 N. 
1080 E., Provo. Or Call 377-0100. 


NAME YOUR OWN INCOME 

During this last summer | managed five college 
students who earned $9,809, $14,176, $16,463, 
$21,415. Their combined bonuses total more 
than $14,555 in trips & merchandise. In additon, 
tuition was paid for four of the above students. 
Are you a team player? Call me at 375-9835 and 
lets set up an interview. Don't be afraid of my 
answering machine, they weren't. 


CRUISE SHIPS. Now hiring all positions. Both 
skilled and unskilled. For information call 1-800- 
442-5507 ext J-1277. : 


COUPLE NEEDED to manage business ware- 
house & storage complex in Orem. Apt & utils 
paid + salary. Year round employment. Call Col- 
lect, evns 1-654-2623. 


IF YOU need $$$ & you don't mind hard wk in a 
positive environment CALL US We offer top 
wages for a low key sales position. 222-0914. 


TELEMARKETING, up to $9/hr. No sales, Sur- 
veys or appointments. Call 226- 8989. 


PT-TIME/FULL TIME, A Natl Research Co. 
needs people to conduct telephone surveys. 
Flexible hrs, $5-$6 hr to start, based on exper. 
226-8264, ask for Mr. Camp. 


*MARKETING MENAGERS WANTED* 
Looking for thise with leadership or sales experi- 
ence. Excellent Income-base + commission. 
Call David Now @ 370-2394, 


2 PART-TIME EMPLOYEES needed. $5/hr 
guaranteed + commissions. Call Derrick @ Re- 
voir Studios T-F, 10-5 373-2415, eves 944-1648. 


KOREAN-ASIAN 
If you served as a Korean or Asian missionary in 
USA & have high leadership skills, we have ex- 
cellent employment oppty. 377-3310. 


EXCITING JOBS IN SALES! Established pub- 
lisher of LDS products is looking for pedple:to,fitr 
sales & management positions. Fulfor part time. 


Hours are flexible & appts. are set in your area. 


Give us a call at 225-9000. 


TELEMARKETERS-Calling from, your home” 6r 
apt. $5/hr + bonuses. No selling! Set:appnts. 
only. Exper. preferred. Prefer married. 225-6150, 
aft 5. ; 


$6/HR STARTING. Student run corp hiring acct, 
computer, clerical & secretarial. $8/hr in 1 yr, 
dinners, parties, sports. 379-2945. 


MATERNITY SUPPLEMENT! Pays on top of 
your insur! Benefit Cost $10/mo. 224- 4062. 


HELP! We need a salesperson & an inventory 
clerk. Good pay. Bring Resume in person to: 
Wilson Diamonds, University Mall. 


HOUSEKEEPER. Must be good at organizing a 
home, clean quickly and well, must drive car, 
speak fluent English, have some experience w/ 
children. Hours 8am- 4pm, M-F(not flexible) 
$5.50/hr, Call Kathy 224-8867. 


PART-TIME APT MANAGER single students 
only. Salary includes a space in a single student 
apt. Must be good with people & have sales exp. 
Bring resume to 362 N 1080 E Provo, Mon-Fri. 


DATA ENTRY/CUSTOMER SERVICE Position 
Available. Good communication skills. Able to 
type at least 75wpm. Good atmosphere & 
bonuses offered. Call for appt at 373-4662. 


GREAT PT-TIME JOB OPPORTUNITY for entu- 

siastic & outgoing girl. Work flex hrs evens & 

pvely other Sat. Apply in person. 644 N Satate St. 
rem. 


MONO PATIENTS needed for study. Adults paid 
$60 for approx 1 hr. Call 277- 9392. 

IS YOUR CREDIT DAMAGED? 
We can help you restore your credit. Learn how 
now! Call CREDIT CONTROL @ 377- 8696. 
ATTN: CLOWNS: Clowns are needed for the 


Homecoming Parade! Fun! Free T-shirt! Call 
Aaron At 371-3017. 


09- Business Opportunity 


SPEAK AN ORIENTAL LANGUAGE? 
Excellent business opportunity for those with 
Asia-related backgrounds. 24 hr hot line. 1-800- 
688-5119. 


ASSEMBLE PRODUCTS FROM HOME. Earn 
up to $339.84. For details send SASE to HOME, 
2642 N. 200 E. Ogden, UT 84414. 


CAREERS IN FOREIGN LANGUAGES for Ara- 
bic, Chineses, Russian, East European lan- 
guage and area specialists. Two or more African, 
West European, or Southeast Asian Languages 
also. Box 2604, Washington, DC, 20013. Info 
session Tues, Oct 23, 11:00, 258 ELWC. 


CLASSIFIED AD 
POLICY 


© 2-line minimum. 
@Deadline for Classified 
Ads: 11:00 a.m. 1 day prior to 
publication. 
Deadline for 
Display: 4:00 p.m. 
prior to publication. 
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Classified 
3. days 


Every effort will be made to protect our 
readers from deception, but advertising 
appearing in the Daily Universe does 
not indicate approval by or sanction of 
the University or the Church. 


Read your ad carefully before placing 


it. Due to mechanical operation it is 
impossible to correct or cancel an ad 
until it has appeared one time. 


Advertisers are expected to 
check the first insertion. In 
event of error, notify our Classi- 
fied Department by 11:00 a.m. 
the first day ad runs wrong. We 
cannot be held responsible for 
any errors after the first day. No 
credit will be made after that 
time. 

The Daily Universe re- 
serves the right to classify, 
edit, or reject any classified 
advertisement. 
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MARKETPLACE — 


“AD” IT UP! Open Mon.-Fri. 8:30-4:30 5th Floor ELWC__ Phone (801) 378-2897 BUY e TRADE e SELL e SAVE! 


14- Contracts for Sale 


SRL SOR RR RR RTE 
GIRLS Pvt rm, F/W 2 weeks free Aug rent, club 
house w/ everything. $199. 374-0119 Ann. 


2 GIRLS CONTRACTS for sale immediatly. Riv- 
iera $145/mo. Call 370-2350. 


WOMEN’S CONTRACT FOR SALE. Canyon 
Terrace Apts. Must Sell immediately! Newly re- 
furn. grt. roommates. Gina 374-6680. 


GIRLS OCT. FREE!! 1 space avail. immed. Sil- 
vershadows. Pvt. rm $175. Julia 373-6615. 


3. GIRLS CONTRACTS for sale. $175/mo + 
utils, 284 E. 600 N. #1, Call 375- 8452. 


MEN: $150/MO. Pool, Suana. Cble, Rec. Rm., 
DW, Micro, Lndy, everything! Sparksil 375-6808. 


GIRLS CONTRACT $135/mo. 637 N. 300 E., 
#5. 377-2201. 


F/W GIRLS CONTRACT Oct & final mos’ paid. 
$155/mo incld utils. House. Kate 374-1233. 


375-9303 HURRY! 


GLENWOOD(MENS)- Prvt rm, cable, DW, MW, 
pool, grt ward. $165/mo. Avail Nov 25 375-8966. 


GIRLS WINTER CONTRACT $125/MO + utils. 
Great roommates and loc. Steffani 375- 3677. 


Apart. need to sell, wonderful roomys & ward, 
newly remodeled. Call Tiffany 377-5690. 


1 APT $160/MO. 4 girls per apt. 2 bdrm, split 
bath. 60 E 700:N. Welcome to stop by & look. 
Discount for fall block. 375-8658/225-7424. 


GIRLS CONTRACT:Glenwood Apt. $130/mo, 
Oct rent pd. pool, jacuzzi. Call 374- 9090/ 
Shawn's.contract. : : 5 
MEN’S CONTRACT FOR SALE. Immed, $130/ 
mo inclds utils. Winfield Apts 374-5436, ~~ 


WOMEN’S CONTRACT FOR SALE. $111/mo, 
winter, Heritage Halls. Call Aimee 371- 4411. 


GIRLS CONTRACT FOR SALE. $130/mo, 910 
N. 900 E. Oct rent pd. Call 377- 6659. 
BRANBURY PARK WIN CONTRACT for sale. 


$195/mo DW, MW, W/D, everything. Call 377- 
0754 Sayuri. : 


15- Condos 

MOUNTAINWOOD - FROM $56,900 
*2 BEDROOMS *2&3 BATHS 
“Deck or Patio *Living/Dining Rm 
*3 Blocks from BYU “Underground Parking 
*Lol ; *Spiral Stairs: | ~ 


ft 
*Vaulted Ceilings “Appliances incld 
CALL MODEL ANYTIME - 374-0709 


LDS GIRL NEEDS 3 Girls to share nice condo, or 
will rent to 1 family. 1-359- 7131. 


2 GIRLS DOWNS CONDO. Oct free. Prvt or. shrd 
rms. Tara 373-2703, Lynett 226- 0657. 


19- Furnished Apts for Rent 


ENGIN i etavie COU AU Pea NEEDY RL Nee OTP NG SIE Ie 
GIRLS: WINTER $125/mo inclds utils. BYU Ap- 
Site 4 girls, 2 bdrms, Indry, cable & Micro. 

low accepting applications, Anita Apts, 41 E. 
400 N., #5. 373-0819. 


SOME SINGLE STUDENT APTS still avail BYU . 


apprvd, Paid utils., MW, DW, Pool, cable, close to 
campus. 374-1700 9-6pm wkdays, 10-1 Sat. 


WOMEN PRVT & SEMI-PRVT BDRM. W/D, . 


DW, FRPLC. $185. 224-7217. 


GIRLS SILVERSHADOWS. Pni bdrm. W/D, 
BW, MW,. $140/mo utils incld. Trish 377-7104. .. 


ALTA APT 


TING? 


“3 8 NOW REN 


"MENS.& WOMENS CONTRACTS AVAILABLE 


“$140: FALL/WIN 
1850, N. Univ Ave Next to BYU Stadium 
Large Pool,<AIR CONDITIONING *, 


~ DISHWASHER, MICROWAVE; SATELLITE TV 


“BYU APPROVED HOUSING, 
“BARBEQUE, VOLLEYBALL 
RECREATION ROOM, PIANO 


LAUNDRY ROOM, PROMPT MAINTENANCE. | 
3 


3-9) 


GIRLS PRVT RM 6 BLKS to BYU, DW,AC, W/ 
D(in each apt.) $145/mo + g & e. Call 375-6191. 


NEW 2 BDRM dwnstairs apt, close to BYU, W/D; 
women, $155 incids utils, or $550/couple incids 
utils. 224-8789/226-3002. ; 


20- Couple’s Housing 


less. $50 reward. Clint 374-1140 or 374-2835. 


SPACIOUS, 1 Bdrm, unfurn apt. $285/mo + 
Lots. 445 W. 500 N. Avail Now! 375- 5459. 


CUTE 1 BDRM UNFURN APT. avail 10/25. $230 
+ dep + elec. 374-5138. 


NICE UNFURN MOBILE HOME for:rent. 441 S 
State #39 Orem. 2 bdrms, W/D hk-up. $300/mo 
+ utils. Call 378-6177 or 224-5202; 


2-3 BDRM HOME OR APT. for 1 week during 
Christmas Break. Call Shauna 377- 6528. 


28- Real Estate 


[co ans SS Va SERN CH Oana Le VELA La) 
2 BDRM CABIN in Provo Canyon. 6685 S Fork 
Rd. $360. 225-7456. 


34. Miscellaneous For Sale 


REFRIDGERATOR-WESTINGHOUSE 1973. 
Gold, good. cond. $285 or highest bid. 375- 1406. 


NEW IMPORTED LEATHER JACKETS 
Bomber and 3/4 length styles. High Quality. Low 
price. Rob Puzey 377-7462. 

NEVER USED 10 gal tropical fish tank setup, 
$100. Emerson 13” B & W TV, $30. Emerson 
Stereo $45, Call Bart 374-7311. 


DITTO MACHINE $25 & Thermofax $25, Head- 
liner, Drafting table & misc drafting equip. For info 


call X3851 or come to. 690 SWKT. 


CLASSIFIED AD DIRECTORY 


Personals 

Lost & Found 
Instruction & Training 
Special Notices 
Insurance Agencies 
Special Offers 

Help Wanted 

Sales Help Wanted 
Business Opportunity 
Businesses for Sale 
Diet & Nutrition 
Service Directory 
Contracts Wanted 
Contracts for Sale 
Condos 
Rooms for Rent 
Roommates Wanted 
Unfurn. Apts. for Rent 
Furn. Apts for Rent 
Couples Housing 
Houses forRent 
Single’s House Rentals 
Homes for Sale 

House Sitting 

Wanted to Rent 
Mobile Homes for Sale 
Mobile Homes for Rent 
Real Estate 
Lots/Acreage 

Cabin Rentals 

Out of State Housing 


32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50. 
51 


Resorts 
Investments 

~ Miscellaneous for Sale 
Miscellaneous for Rent 
Wanted to Buy 
Holiday Shopping 
Diamonds for Sale 
Garden Produce 
Garage Sales 
Furniture 
Computer & Video 
Cameras-Photo Equip. 
Musical Instruments 
Elec, Appliances 
TV & Stereo 
Sporting Goods 
Skis & Accessories 
Bikes & Motorcycles 
Auto Parts & Supplies 
‘Travel-Transportation 

52. Trucks & Trailers 

53 Used Cars 


Cash Rates — 2-line minimum 
Fall and Winter Semesters 

iday,2lines....... 3.59 
2 days, 2 lines 
3 days, 2lines ...... 
4days,2lines ..,.,.. 9.28 
5days,2lines...... 10.10 
10 days, 2 lines 


oe 


_ high performance tune-ups. Jerry's Sports, 


4 


Hi 
38- Diamonds For Sale 


UTAH’S LARGEST DIAMOND whsler retirep 
Is selling to public true wholesale. 224-8286. | 


ELEGANT BRIDAL SETTING. Must sell nol) 
Inclds band. Get appraised, grt deal! $1 
OBO. Sean 222-2657 wk/ 375-0647 hm. 


41- Furniture 


PROVO FURNITURE & SLEEP CENTER. F; 
BYU Hat with new furniture or bedding purchas}y)i) 
Also large selection of used furniture. 450: 
Center, Provo. Call 374-6886. 


42- Computer & Video 
EE ARR EASE ATES LIE S| 
MAC UPGRADES, 1 Meg SIMM $59; 128 f 
512K, $99; 128/512 to PLUS $199: Fan $2) 
1-544-2009 evenings. 


WE BUY, Sell, Trade & Upgrade 
New & Used Macs. 
MAD MAC Computer Store 
377-6555. 


NEW MACINTOSH internal hard drive (20 
From $299. 2.5 Meg Ram upgrades from oj 
$148. Only at MAD MAC Computer Store. 

: 377-6555. 


D & A COMPUTERS 371-2449 | of 
286, 1mg RAM, 45mg HD, Color VGA... . .$125 


' 386SX, img RAM, 45mg HD, Color VGA .$15}, 


Buy a DTK instead of a clone! 


LDS SCRIPTURES ON FLOPPY DISK! 


Now Only $39.95! Requires only 4.8 MBI i 
New version much faster! Call 375-7371. fj 


TFCS:PO BOX 7195, PROVO, 84602 - i a 

Shareware & Public Domain Software. ip, 
Write for free catalog ; 

386, 386sx, 286 computers 371-2987. 


12 MONTHLY PYMTS! 0% INTEREST!(oac}) 
286 Systems w/40 mg HD, 1 mg RAM, 51/4 + ¢). 
floppies, 2400 Baud Modem, VGA Monitor, DC}, 
Lotusworks Software Pkg., In-Home Warrar' te 
more: $1499! 8088 Systems: $999! Financ 
11/2-11/5/90. Ask for Neil or Don. 227-3088. fi H 


HEWLETT PACKARD CALCULATORS if 
48SX, 19Bil, ETC. Rob Puzey 377-7462, 


UTAHWESTCOMPUTERS (¢ 


386-25 VGA/Color/40Meg. 
$1679 i 
375-00504to 7pm 2yrwarr. jill 
LISA COMPUTER for sale; runs Macintosh siti!" 
ware. Brand new internal floppy drive. Somes , 
ware included. $600 obo. Call 224-8908, askijl 
ark. ; 
NEW TOSHIBA T1000 Portable. PC comp.},) 
MS DOS. 256KB memory $750. 224- 6508.. 


IBM eoeee ern XT 
640K RAM/20MG HD/5.25 FD/TURBO SPE 
375-0050 4 TO 7PM 


LAPTOP NEC MULTISPEED EL 2 720K fii} 
pys. Backlit screen software $675. 371- 2490... 


44- Musical Instruments 


a 
PIANO RENTALS Free Del. w/ 8mo contrfi* 
294 N 100 W Provo. Bill Harris Music 374-14<yyiitl 


epera 
47- Sporting Goods { 


I RS 
RACQUET STRINGING. Rod & rill repair. 
man & Primus Service center, camp. eq) 
Jerry's Sports, 577 N. State St., Orem, 226- 


SKI REPAIR 20 yrs exp. Stonegrinding, basi 
N, State St., Orem, 226-6411. 


50- Auto Parts & Supplies 


~”"SAVE.ON NATURAL RESOURCES!" f=: 
ove SV andSAVEMONEYI! 25)" 


’ Buy used auto parts at Duane’s Auto Wreck}ihij} ny 


.., 1190 N. 1600.W., Orem. Call 225-5586, 


53- Used Cars 


f 


GRR 
87 TOYOTA CAMRY Excellent condition, | 


maintained, loaded. $7500. 373- 8579. 


86 Chev 224, V6 Sport coup, power, New ti 
Red, sharp, $3990. 226-8828 Bob/Aaron. 


1984 Honda CRX Excel cond. AC, Auto Tritt. 
Stereo, Must Sell for school. $3800 obo. ¢ 
0492/798-7464/798-2457. 


1979 FORD MUSTANG 4 SALE. $1100 O 
Good cond. Call 370-2452 ask for Grayson 


CLASSIFIED ADS 
WORK 
378-2897 


WORK 
378-2897 ] 


am 


1 


. CLASSIFIED ADS j 


WORK Hy: 


378-2897 =| 


.s 
ah 


, 
‘Nn, 


CLASSIFIED ADS %i:,.. 
WORK Beat 
378-2897 


CLASSIFIED ADS | 
WORK i 
378-2897 


CLASSIFIED ADS |:' 


i 


yy 


Vwesterm 
Wats Cenigh 


$5.00/hour $i) 
average wag@iii 


Top interviewers ear) ala 


VY 


$5.50 — $6.00/hour 


ll 
Three positions ope) 
for eve. and wknd. woil) 
doing Marketing Ri | 
search Surveys over th, \ 


phone conversations. é 
— 40 hours/wk. ; 


Call 375-0641 | 
Ask for Greg 
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‘UP funding increase Soviet engineers 
waits for Senate action 


} r 
3 SCHAD G. DAYBELL 
jiverse Staff Writer 


h. bill providing for an $894 million 
#ease in the cost ceiling of the 
tral Utah Water Project faces an 
wertain future as it waits for ap- 
«\jval from the U.S. Senate, said 
general manager of the Central 
VY: \\h Water Conservancy District at 
Fmonthly board meeting Thurs- 
y 
| Since Congress is focused on fin- 
ng the national budget, we are in 
lace against time,” Don Chris- 
7\sen said. 
The likely scenario is the CUP 
i will pass the Senate on Monday 
piuesday,” he said. 
; i|However, if the bill doesn’t get 
“gpugh the Senate this year, we’ve | 
t a coalition that can get the bill 
jugh next year,” said Chris- 
"sen. 
» he coalition supporting the bill is 
}posed of Republicans, 
‘@aocrats, environmental support- 
mt < and water project personnel, 
‘\si fisistiansen said. The bill passed 


iM U.S. House of Representatives | 


Ni i. jusday by a vote of 211-143. 
ij ihe bill would provide the neces- 
} 7 $680 million to complete such 
projects as the Jordanelle Dam 
he Syar Tunnel. 


" »getfunds 


ACLYN SORENSEN 
imyerse Staff Writer 


}.U and the University of Utah 
#istablish a joint center for inter- 
‘nal business education that will 
nded by a grant from the U.S. 
‘rtment of Education, said an as- 
=e dean for BYU’s Marriott 
»1 of Management. 
j2 Radebaugh, BYU’s co-director 
« center, said the universities de- 
4 OM! to combine proposals for the 
dr because it would have been im- 
‘i@ible for either university to get 
it@lidual funding. 
iather than compete with the U of 
§2 decided to strengthen our pro- 
| by combining efforts,” Rade- 
1 said. “I’m excited about the 
»oration.” 
. James Gardner, professor of 
igement and director of global 
ess programs at the U of U, will 
' pes pais tore in making the* 


. eerie the: alliance* 
\ives,” Gardner said.- We have 
strong complimentary strengths 
+ business area, and we hope to 
(ee resources and spread them * 
dhmore students across the state.” 

. John W. Seyboult, dean of the 
, U’s business school, said, “The 
wilitial synergy between the two 
wi fisls, to create much more to- 
.r than either of us could alone, is 
portunity we cannot afford to 


les 


ESIURGERE 


cording to the proposal submit- 
'y BYU and U of U officials for 
#ideral funding, the nation needs 
Alf Managers who can compete ef- 
, ively in the global business envi- 
{ ent. “These managers should 
ii dk and read foreign languages, un- 
Wand foreign societies and global 
it s and have special skills pertain- 
pad i) international trade.” 
{ off? term “center” is misleading, 
4 ‘augh said. “There will not be a 
" fical building, and we will not be 
ing a degree program per se. 
1) ior instance, next year the U of U 
if fire to have a class in production 
» igement, which will be taught in 
$f @arin Chinese. We would like to 
jiistudents to take that class and 
ih fer the credit to BYU,” he said. 
y idebaugh said, “One of our goals 
( ife to marshal the different re- 
) -#es of both universities and give 
“ Bess students a broader educa- 
iy Abn itdner said, “The United States 
c4 increase its competitiveness in 
*, Myorld market. This grant will 
v' de a strong start for education 
raining programs on global! busi- 
" jon ty offered at the two 


biG tive committees from the 
i‘ Pniversities will meet in Novem- 
#: get the ball rolling, Radebaugh 
| He said they anticipate being 
; to institute the program in the 

2 school year. 


We Use 


Kid 


Pooling 
t a WBga04 | 


Rep. Wayne Owens, D-Utah, 
helped gain passage of an amend- 
ment to the bill, which will provide 
an additional $214 million to pay for 
projects already completed by the 
Bureau of Reclamation. 

During the board’s monthly water 
report, Howard Pearson, the dis- 
trict’s operation and maintenance 
manager, said Deer Creek Reser- 
voir is a little higher now compared 
to last year, but Utah Lake is 1 1/2 
feet lower than last October. 

“Utah Lake is 6.6 feet below the 
level of compromise, which is histori- 
cally the lake’s normal level.” he 
said. “The Spanish Fork and Ameri- 
can Fork rivers are really dry.” 

Pearson said Utah Take State 
‘Park can no longer use its boat 
ramps to put boats in the water be- 
cause of the dry conditions. 

Both Strawberry and Starvation 
reservoirs are at lower levels than 
last year, Pearson said. 

“Strawberry Reservoir’s water 
level... keeps going down, and it re- 
ally needs a good water year,” Pear- 
son said 


Pre-Mission Exams 
Cougar 
Dental 
Center 
Dr. HN Hall 
7 N 700 E 
0373-7700 


impressed with BYU 


By VIOLA CANDIANI 
Universe Staff Writer 


BYU’s levels of enthusiasm, orga- 
nization, computerization and special- 
ization impressed three visitors from 
the Leningrad Institute for Machine 
Building and Energy Production in 
the Soviet Union. 

The engineers, Michael Martynov, 
president, and Yuri Derzhavetz and 
Leonid Kutzanoy, vice presidents of 
the institute, toured BYU Thursday 
on the eighth day of their first two- 
week visit to the United States. 

Martynov said he likes the nature 
of BYU students. They always smile, 
are enthused about their studies and 
seem to view studying complicated 
disciplines as a pleasure. 

The campus is also very beautiful. 


NEED A CAR? 
@ date 
@ job interview 
© weekend trip 
We rent to qualified students 20 & older. 
Cash deposit in lieu of Major Credit Card. 


y, 1 Vice CAR RENTAL 


303 W. 100 N. Provo 374-9000 


Stuttering Clients Needed 


If you stutter or know someone who 
does, there are openings in the BYU 
Speech Clinic Fall semester for those who 
desire to have some therapy. If you 
would like help, please call 378-6462 or 
318-4318 or come to 136 TLRB. 


=, 


Easy access by bus 


Lunch Specialties + 2.95-4.95=. 


Served 1lam-4pm Mon.-Fri. 


Super Choice Filet‘Mignon « 
¢ Veal Cordon Blue 
® Quiche Lorraine 
¢ Chocolate Mousse 
e Filets Sole with 
Mushroom & Shrimp 


University Mall 225-1121 


Dinners from 6.95 
. Served 4pm-10pm Mon.-Sat. 


ve ‘New York Pepper Steak 


a Steak and Lobster 

“®# Baked Lasagna 

-.@ Prime Rib 

-@ Chateaubriand Flamed 


And Many Other Entrees 


463 N. University Ave. 377-4545 


a0 


L707 5% 


VIVER 


a 1 


before 12 midnight ! 


OD ONLY ON OCT. 20TH 1990 WITH THIS a) 
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The cleanliness of the campus is very 
attractive, he said. 

The Soviets joined Bruce C. Hafen, 
provost and academic vice president, 
and Stan L. Albrecht, associate 
provost and academic vice president, 
for lunch and met the directors of the 
Russian Department. 

After lunch, the engineers visited 
the Advanced Combustion Engineer- 
ing Research Center, the laboratories 
of the BY U Center for Fusion Studies 
and the physical plant facilities. 

William R. Clarke, industrial rela- 
tions manager of the engineering re- 
search center, conducted the tour of 
the Combustion Center. The three 
men were especially interested in the 
computer facilities in the laboratory, 
Clarke said. 

Steven E. Jones, co-director of the 
BYU Center for Fusion Studies and 
an associate physics professor, 
showed the Soviets the underground 
physics and fusion laboratories. 

The fusion laboratory interested 
them greatly, Martynov said. 


"Celebrate Homecoming" 


Date: 
Time: 
Place: 


October 22 
9:00 am - 3:00 pm 
Step-Down Lounge 
FREE Blood Pressures 
FREE Hematocrit 


FREE Blood Sugars 


* is, As.) : 
Taye, 


It's a deal 5 you don't want to miss! Our Mucho Meal 
Deal, including a huge platter with all your favorite 


95 Mexican spe des us a Poco Fried Ice Cream, onl 
ee 55.951 But rie Mucho deal is only valid feough 
Reservations Gladly Accepted 


October 31, 19 of 


Our Mucho Meal Deal Includes: 
° A Chicken Chimichanga A Mini Beef Taco 
e A Cheese Enchilada ¢ Spanish Rice © Refried Beans 
e And A Poco Fried Ice Cream 


GARGIAS 232 


2235 N. University Parkway 
aa RESTAURANTS 


Visit our other locations in 
Layton, Midvale and Logan! 
This coupon is good for $1.00 OFF the regular $5.95 adult Sunday Brunch price from 10:00 


A.M. to 2:00 P.M. Sunday. Offer is one Or a pees of party through 11/4/90, only at 
location listed below. Reservation: 


10:00 a.m. to 2:00 p.m. GAREIAS 


Adults © $5.95 
MEXICAN RESTAURANTS 


Children 4-12 ¢ $2.95 


Provo ° 375-2700 3 
2235 N. University Parkway 
Offer not valid with take-outs or in 
combination with any other offer. 


Kids 3 and under FREE 


e Every 12th Person FREE 

e Prizes Every 12 minutes 

e 12 Personal Stereos 

© 12 Dozen Limited Edition 
Palace T-Shirts 


¢ $1 before 12 midnight with this coupon 
e Lots and Lots of Prizes 
° Gift Certificates tee 
eKZHT Prizes 70“ 
FREE Domino's Pizza while it lasts 


RHVTHIN OF THE 909, 
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Sperry Symposium to focus on Christ 


By AMY ROMNEY 
Universe Staff Writer 


“The Lord of the Gospels” has been 
chosen as the theme for Saturday’s 
19th Annual Sidney B. Sperry Sym- 
posium, 

Elder James KE. Faust, amember of 
the Quorum of the Twelve Apostles of 
The Church of Jesus Christ of Latter- 
day Saints, will give the keynote ad- 
dress beginning at 9 a.m. in the 


Publisher says 
newspapers 
will flourish 


By KRISTIN GERDY 
Universe Staff Writer 


To succeed in the 21st centur 
newspapers are going to have to fol- 
low the tastes, trends and lifestyles of 
their readers, said the co-owner and 
chief executive officer of MediaNews 
Group. 

In order to survive and thrive, the 
newspaper industry will have to 
change with the times, said W. Dean 
Singleton, CEO of MediaNews Group 
and publisher of the Houston Post, 
during the Communications’ Execu- 
tive Symposium Thursday in the de- 
Jong Concert Hall, HF AC. 

“We are in a rapidly changing soci- 
ety; it is up to us as newspapers to 
closely follow the readers’ interests 
and trends and change our papers to 
what they want,” Singleton said. 

“What they don’t want is a rehash 
of last night’s 10 o’clock news,” he 
said. 

“Relevance is becoming much 
more important than just informing 
the reader.” 

Local interest stories are one thing 
the reader wants more of, Singleton 
said. 

“Tf the newspaper industry follows 
this trend and asks the reader what 
he wants, we will build our penetra- 
tion to new highs and will become the 
last and most important mass 
medium,” he said. 

In the early 1980s, media magnate 
Ted Turner predicted by the end of 
the decade newspapers would be ex- 
tinct, Singleton said. 

Although the newspaper industry 
is in a serious slump, this is not the 
beginning of the end, he said. 

“By the end of the 1990s newspa- 
pers will be stronger than they have 


= oS] 


Joseph Smith Building’s auditorium. 

Professor Bruce Van Orden, chair 
of this year’s symposium, said, “We 
chose Elder Faust to be the keynote 
address speaker because of his his- 
tory of speaking on New Testament 
themes and his experience in the Holy 
Land.” 

The day-long, admission-free sym- 
posium will feature speakers from the 
Church Educational System and 
BYU faculty members, said Brent 


Harker, spokesperson for BYU Pub- 
lie Communications. 

Some lecture topics include “The 
Surprise, or Atypical Features in the 
Teachings of Jesus,” “The Danger of 
Losing Love: A New Testament 
Warning” and “The Lord’s Teachings 
on the Use of This World’s Goods.” 

The Sperry Symposium historically 
has attempted to fulfill the divine in- 
junction to “seek learning, even by 
study and also by faith (Doctrine and 


Universe photo by Steven K. Powell 


MediaNews Group executive W. Dean Singleton talks to students 
during Thursday's Communications’ Executive Symposium. 


been in history, and television, in 
many cases, will be weaker,” said Sin- 
gleton. “By the end of the century, 
newspapers will be the last mass 
medium.” 

He said in the next 20 years, the 
newspaper industry will be more vi- 
brant than it ever has been. 


COMPETITION 


The Elie Wiesel Prize in Ethics — The 


Elie Wiesel Foundation for Ey is 
Sporsouy an essay contest intended to 
challenge undergraduate senior students 
in colleges and universities nationwide to 
give attention to, and to analyze the ethi- 
cal questions and issues facing students 
today. The Foundation will offer the fol- 
lowing prizes: Ist Prize: $5,000, 2nd Prize: 
$3,000, 3rd Prize: $2,000 and three honor- 
able mentions. Essays should be between 
3,000 and 4,000 words. Further details 
concerning style, deadlines, etc., will be 

osted in the display case of the Maeser 

uilding. No more than three essays will 
be submitted from any one college or uni- 
versity, so all entries must be submitted 
through the Associate Dean of General 
and Honors Education, 350C MSRB. Sub- 
mission deadline is Dec. 20, 1990. 

USA Today’s Best College Student 
Competition — USA Today, in coopera- 
tion with several associations of higher ed- 
ucation has announced a competition to 
identify the nation’s best college students. 

Sixty undergraduate students will be 
named to the 1991 All-USA :Academic 
Team. Twenty first team members will be 
invited to receive their awards at a cere- 
mony in Washington, and each first team 
member will receive a $2,500 cash award. 
Any full-time undergraduate student is el- 
igible but must be nominated by a facult 
member familiar with the student’s onl 


and an administrator. Selection criteria 
are designed to find students who excel in 
scholarship and leadership roles on and 
off campus. A student’s outstanding origi- 
nal academic or intellectual product is 
weighed most in the judges’ decisions. 
The judges will be influenced by the stu- 
dent’s ability to describe their outstanding 
endeavor in his or her own words. The 
judges will not accept an author’s work, an 
artist’s painting or a composer’s music. 
They will rely solely on the student’s abil- 
ity to describe the effort in writing, sup- 
plemented by recommendations from a 
nominating professor and three other per- 
sons of the nominee’s choice. For applies: 
tion forms come to 350 MSRB. Deadline 
for application is November 30, 1990. 
Continuous Improvement For In- 
creased Productivity Awards — Spon- 
sored by BYU Alumni, this student 
ee contest is to encourage stu- 
dent involvement in applying the concept 
of continuous improvement for increased 
productivity in business and other organi- 
zations. All full-time or part-time under- 
graduate and masters students at BYU 
are eligible to enter, Five outstanding 
papers will receive a $1,000,cash award, 5 
excellent papers will receive $500 and 25 
superior papers will receive $100. Submis- 
sion deadline is Jan. 15, 1991. For further 
pride: and information contact Dr. 
evin Stocks, 588 TNRB, 378 — 4613. 


“Television is becoming ‘narrow 
casting’ instead of broadcasting,” Sin- 
gleton said. 

Newspapers will rise above broad- 
casting as the last surviving mass 
medium only if they cater their cover- 
age to the audience’s tastes, Single- 
ton said. 


Soviet broadcaster 
will speak at BYU 


Universe Services 


A Russian commentator from 
Soviet Television and Radio will 
speak at BYU at 9a.m. Tuesday in 
the Nelke Experimental Theatre, 
HFAC. 

Joe Adamov, 70, has his own 
question-and-answer format news 
show in the Soviet Union, where he 
has interviewed such people as 
Eleanor Roosevelt, Walter 
Cronkite and Ed Sullivan. 

“I knew Walter Cronkite before 
he was Walter Cronkite,” Adamov 
said. 
Adamov was born in Batume, a 
small village on the coast of the 
Black Sea, near the border of 
Turkey. He learned to speak En- 
glish as a child in the 1920s and was 
enrolled in an American school in 
Moscow. 

He has spoken in various other 
English-speaking countries, and 
recently he was the subject of a “60 
Minutes” documentary called, 


“The Man from Moscow.” 
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Characters Prices Appx. Time Characters Brces 
Werewolf 535 30 min Mines 515 
Dracula 520 20 min Buddhist Priest 540 
Witch 515 20 min wibald cap 

Freddie K ‘50 60 min Elvira 520 
Devils 520 20 min. Fantasy 520 
Frankenstein “15 20 min. Rainbow face 510 
Old Age 515 20 min w/glitter 

Animal Faces 520 20 min Abstract 515 
Kiss ‘15 20 min. Clowns abo 
Geisha Girl *20 20 min. Cats ‘20 
Joker ‘20 20 min. Skull Face 515 
Cuts & Bruises A) 5 min Bashed-up Bum 515 


Taylor Maid Beauty 


SPANISH FORK PROVO 
1066 No. Main 125 N. University Ave. 
798-7051 375-7928 


HALLOWEEN 
MAKEOVERS 


HAIRDO 


Make your appointment 
now fora Halloween 
Makeover by a professional 
makeup artist. 

Free hair consultation to 
suit your costume. 


ere are the characters we're brewing up! 


Supply ® 
“Your Halloween Headquarters” 


AMERICAN FORK 
640 East State Road 


756-8249 


Appx. Time 


20 min. 
40 min. 


20 min. 
20 min. 
15 min, 


20 min. 
20 min. 
20 min. 
20 min. 
20 min. 


OREM 
University Mall 


225-9621 


Covenants 88:118),” said Van Orden. 
“The symposium is an attempt to 

combine scholarship with faith and 

building the kingdom,”he said. 

The symposium was named in 
honor of Sidney B. Sperry, author 
and early pioneer in religious educa- 
tion at BYU, said Harker. 

The symposium will run from 9 
a.m. to 4:20 p.m. in the JSB and the 
Thomas L. Martin Building, Van Or- 
den said. 
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Dick BENNION JEWELERS 


59 South Main e SLC @ 364-3667 
One-of-a-kind genuine 
stones. . .attractive.. .affordable! 

Validated 


Haircuts $6 


Nails 373-0586 Perms 
740 E. 820N. 


(Across the Street from Alexander's Print Stop) 


Come to 
Our 
House Warming 
Party! 
HAUNTED 
MANSION 


280 S. Center 
American Fork 
(5th East Ext.) 


Oct. 10- 31 (Except Sundays) ji 
7pm — Closing 


Julius Squeezer’s 
New Hangout 
Admission 


$5.00 


ANOREXIA AND BULIMIA 


Sometimes you can't help but notice it, 

Those feelings of fatness that won't ever go away, ) 
The hollow answers of “Oh, I'm fine,” that don't ring true, of 
The hiding at meal times, | 
The pursuit of inner peace in all the wrong places, | 
Sometimes you may even notice it in-vou. | 


WE CAN HELP | 


At the Department of Behavioral Medicine’s Eating Disorder Clinic, we By, 
have a team of highly skilled professionals and a successful program for the I. 
treatment of eating disorders. When an empty stomach doesn't heal a © 
broken heart, call 375-4673. You don’t have to keep living with it. We'll ¥ 
answer your questions or arrange a free evaluation. 


ree 


the Flower Boy 


LATE NIGHT SPECIAL 


Friday 


373-8010 
1437 N. Canyon Road 
(West of Helaman Halls) 


Saturday I 


313-8001 |} 
880 N. 700 E. | 
(Kast of BYU Health Center) |i 


off any purchase 
er p.m. only 
SLC# 363-8088 


ae 
and create your own unique\ 


Halloween costume! 
At the Corner of Center and State Street 
Open Daily 


Choose from thousands of one-of-a-kind: | 
items to create your own scary 

Halloween costume -- plus you'll always 
find unbelievable prices on clothing, 
housewares, furniture, small appliances 
and much more ! 


SERS % 


Buy one item and rec 


S 


value, 


THE THRIFT DEPARTMENT STORE 
Orem ¢ 81 North State Street » 225-9445 


One coupon per person « Expires 10/3190 
_viizotlletedect..A. 5 8 Ef Hof | ia 
ee 


Eating Disorder Program 


Utah Valley Regional Medical Center 


An Intermountain Health Care Facility 


